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SEVENTEENTH 


ANNUAL    REPORT 


OF    THE 


UNDERWRITERS'  FIRE  PATROL 

LIBRARY 
FIRE  UNDERWRITES*  ASSOC1A1 
OF  THE  PACIFIC 

SAN    FRANCISCO, 


FOR  THE  YEAR  ENDING   DECEMBER   31,  1891. 


SAN     FRANCISCO 
1892. 


DIRECTORS'     REPORT. 


San   Francisco,  January  ist,  1892. 
To  the  Members  of  the  Underwriters''  Fire  Patrol  of  San  Francisco. 

Gentlemen:  The  Directors  beg  to  report  that  everything  connected  with 
this  Corporation  is  in  excellent  condition,  and  admirably  answering  every  de- 
mand which  is  made  upon  it,  except  the  pair  of  horses  (  "Fred"  and  "Fan- 
nie"), which  belong  to  No.  3  wagon,  one  of  which  is  no  longer  fit  for  this 
service.  This  team  has  done  admirable  service  for  years,  and  will  be  replaced 
as  soon  as  possible — an  order  to  this  effect  having  been  issued  by  the  Di- 
rectors. 

The  Directors  refer  with  pleasure  to  the  continued  good  work  of  the  Patrol 
under  the  efficient  lieutenants,  Messrs.  C.  H.  Okell  and  J.  F.  O.  Comstock; 
and  all  under  the'^painstaking  care  of  Captain  Russell  White,  Superintendent, 
who  has  been  in  continuous  service  as  such  since  the  establishing  of  the  Patrol, 
about  eighteen  years  ago. 

The  Directors  also  refer  with,  unfeigned  pleasure  to  the  continued  and  hearty 
good  will  and  co-operation,  which  has  existed  during  all  of  these  years,  be- 
tween the  San  Francisco  Fire  Department  and  the  "Underwriters'  Fire  Patrol 
of  S.  F.";  it  is  most  extraordinary  and  satisfactory,  tending,  in  a  marked  de- 
gree, to  increase  the  efficiency  of  both  of  these  services.     They  have  pulled 

TOGETHER  AS  ONE. 

The  Directors  desire  to  express  their  hearty  thanks  to  Chief  of  Police  Crow- 
ley, and  all  of  the  officers  and  members  of  the  San  Francisco  police  force;  to 
the  Fire  Alarm  and  Police  Telegraph  service;  to  the  Fire  Marshal,  Charles 
Towe,  Esq.;  to  the  American  District  Telegraph,  and  Telephone  Companies, 
and  to  friends  and  well-wishers  generally. 

Very  respectfully  submitted, 

John   W.  G.  Cofran,  Vice-Presideht. 

William  Macdonald, 

George  W.  Spencer, 

Jno.  Scott  Wilson,  ^  Directors 

Isidor  Gutte, 

Rudolph  Herold,  Jr.,   Sec.   an  J   Ti 

Chas.   A.   Laton,    President. 


rreas.      J 


SUPERINTENDENT    WHITE'S    REPORT. 


Headquarters  Fire  Patrol,  \ 

1 06  and  108  Jessie  Street,  San  Francisco,    J 

To  the  President  and  Board  of  Directors  of  the  Underwriters'  Fire  Patrol. 

Gentlemen  :  In  accordance  with  the  custom  of  former  years,  I  hereby 
submit  this,  my  seventeenth  annua!  report,  showing  the  workings  of  the  Force 
for  the  year  commencing  January  1,  1891,  and  ending  December  31,  1891. 

Annexed  will  be  found  tables  showing  location  of  fires,  insurance  and  losses 
on  same,  duty  performed  by  the  Force,  and  other  information  collected  from 
time  to  lime  which,  if  carefully  perused,  would  be  of  interest  to  the  insurance 
fraternity  and  the  public  generally. 

The  expenses  for  maintaining  the  Force  seem  at  a  glance  large,  but  they 
will  compare  favorably  with  those  of  other  cities.  It  is  imperatively  de- 
manded that  the  Patrol  be  kept  up  to  a  reasonable  standard  of  efficiency  and 
that  there  should  be  no  step  backwards.  All  this  involves  expense,  and  yet, 
compared  relatively  with  the  small  amount  each  company  pays,  it  is  not  ex- 
pensive . 

It  gives  me  great  satisfaction  to  note  that  the  discipline  and  general  morale  of 
the  force  are  excellent. 

The  officers  and  men  at  both  stations  have  all  rendered  cheerful  service,  and 
have  been  prompt  in  the  performance  of  their  duty. 

All  requirements  and  rules  have  been  practically  enforced  and  readily  com- 
plied with. 

Few  changes  in  membership  have  occurred,  showing  thereby  the  great  ad- 
vantage resulting  from  the  employment  of  experienced  men. 

No  department  can  be  efficient  without  a  moderate  discipline.  It  is  de- 
sirable to  the  men  themselves,  and  gives  character  and  confidence  to  everyone. 

The  apparatus  has  all  been  tested  at  proper  intervals,  and  its  reliability  and 
efficiency  guaranteed. 

The  horses  are  all  in  fine  condition  except  the  "babies,"  Fred  and  Fannie. 
They  have  been  in  service  since  April,  1886,  and  now  show  signs  of  unfitness 
for  the  work  required  of  them.  This  fact  has  already  been  reported  and  orders 
have  been  received  to  purchase  another  team. 

In  closing  I  will  say  that  I  have  been  ably  supported  by  President,  Mr. 
Charles  A.Laton,  and  the  P>oard  of  Directors — they  having  co-operated  with 
me  in  making  the  Patrol  what  it  is  to-day,  SECOND  TO  NONE. 

Allow  me  to  return  my  thanks  to  the  officers  and  men  under  my  command 
for  their  promptness  in  obeying  all  orders  given  them  at  all  times. 

I  desire  to  express  my  sincere  thanks  to  Chief  David  Scannell,  Assistant 
Chief  Dennis  Sullivan;  engineers  of  their  respective  districts;  every  foreman  and 
every  member  of  the  fire  department;  Fire  Marshal,  Charles  To  we;  Superin- 
tendent of  Fire  and  Police  Alarm  Telegraph;  Mr.  C.J.  Thomas,  and  men  un- 
der his  charge;  Chief  of  Police  Crowley;  Captain  Douglass;  Captain  Short, 
and  all  officers  and  members  of  the  police  force,  for  your  assistance  at  any  and 
all  times.  Again  to  you  all,  gentlemen,  I  beg  to  return  my  sincere  acknowl- 
edgements, 

Yours  most  obedient, 

RUSSELL  WHITE, 

Superintendent  Fire   Patrol. 
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LIST  OF  THE  MEMBERS  OF  THE  U.  F.  P.   FORCE. 

Station  No.  i. 

Nos.   106  and    108    Jessie   Street. 


Position. 


Lieutenant 
Private . . . 
Private . . . 
Private . . . 
Private 
Private . . . 
Private . . . 
Private . . . 
Private . . . 
Watchman 


Names. 


C.H.  Okell... 
A.  D.  Yost...  , 
Frank  James. . . 
J.  McGorry. . . 

Phil  Dolan 

Robert  Ripley , 
J.  M.  Smith.. . 
A.  C.  Bates... 
J.  R.Mitchel.. 
Wm .    Lee 


Age. 


37 
3i 
35 
37 
27 

33 
24 

■32 
28 

34 


Station  No.  2. 
Corner  Eddy  and  Polk  Streets. 


Lieutenant 

Private . 

Private 

Private 

Private 


J.  F.  O.  Comstock 

Chris  Lee 

E.    Cranert 

A.  G.  Stroh 

S.   Bentler 


38 
40 
29 
28 
23 


Russell  White,  Superintendent,  age  49. 
Headquarters,  Station  No.  1. 


RESIGNATIONS  AND  APPOINTMENTS,  1891 

Resignations : 

W.  T.  Thoney. 
Ewd.  Dodge. 
John  Crowley. 


Appointments : 

J.  R.  Miichel. 
A.  C.  Bates. 
J.  M.  Smith. 
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TOTAL  NUMBER  OF  ALARMS  RECEIVED  DURING  THE  YEAR. 

Received  all  told 445 

Of  which  there  were  Bell  Alarms 404 

Still  Alarms 38 

Telephone  Alarms 3 

Total 445 

Of  the  above  24  were  false  alarms. 


SERVICES  PERFORMED  BY  THE  FORCE. 

Hours  in  actual  service 463  hours  55  minutes 

Number  of  Covers  spread 969 

Fires  extinguished 10 

Extinguishers    used 24 

Fires  held  in  check 2 


LOCATION  OF  FIRES  EXTINGUISHED  BY  THE  PATROL  FORCE 

January     7th .     Saloon  and  Grocery No.  527  Mission  street 

January  10th.     Dwelling No.  727  Turk  street 

February  5th.     Restaurant No.  532  Polk  street 

March     24th.     Dwelling No.  61 1  Eddy  street 

August       1st.     Offices S.  W.  corner  Leidesdorff  and  California  streets 

August      7th.     Dwelling No.  906  Ellis  street 

October  1  ith.     Dwelling No.  617  Van  Ness   avenu 

October  25th.     Dwelling No.  909  Geary  stree1 

October  31st.     Wholesale  Liquor  store No.  314  Sacramento  street 


GRADE  OF  LOSSES. 


142 

no 

82 

11 

3 

3 


Losses. 


Under  $100 

$too  to  $1,000 

$1,000  to  $10,000    . 
$10,000  to  $20,000 
$20,000  to  $30,000. 
$30,000  to  $40,000. 


;     5)3i2  91 

43.609  15 

236,432  94 

126,548  50 

75,404  00 

104,462  55 


Av 

MAGE 

$ 

37 

41 

394 

62 

2 

871 

13 

I  I 

504  40 

25 

,168 

00 

34 

820 

*5 

FIRES  INVOLVING  LOSSES  OVER  $40,000   EACH. 

July  4th.     Bush  and  Gough  street  fire $     1 14,597  30 

November    16th.     Dye  Works,  Tehama  street 45i'93  25 

December  nth.     Dye  works,  Tenth   street 58,421  95 
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THE    FOLLOWING    WILL    SHOW    THE    NUMBER    OF     COVERS 
SPREAD  AT  106  FIRES. 


17 
4 
9 
1 

8 
7 
3 
7 
1 
2 


86 


17  Fires    of   1    Cover   each 17 

2  "         "      . . 16 

3  "         "      5i 

4  "         "      16 

5  "        "      45 

6  "        "      6 

7  "        "      56 

8  "        "      56 

9  "  "      27 

10  "  "        70 

n  "  "      11 

13  "  "      26 

15  "  "      30 

427 
542 

Total  Covers  spread 969 


3  Fires  of  16  Covers  each 

3  "  17 

1  "  18 

1  "  19 

2  "  20 

1  "  21 

2  "  24 
2  "  29 

1  "  3° 

1  "  31 

1  "  35 

1  "  43 


20 
86 


48 

51 
18 

19 
40 
21 
48 
58 
30 
3i 
35 
43 
100 


542 


106    Fires    where   Covers  were  used. 


ALARMS  ATTENDED  AND  DUTY  PERFORMED  BY  THE  PATROL 
SINCE  ITS  ORGANIZATION. 


Year. 


1875 

1876 

1877 

1878 

1879 

1880 

l88l 

1882 

1883 

1884 

1885 

1886 

1887 

1888 

1889 

1890 

1891 

Total 


322 
372 
37o 
344 
352 
380 

343 
392 
319 
314 
405 
426 
404 

299 
401 

445 


Covers  Spred. 


6,056 


206 

132  15 

i,i36 

219  59 

1,269 

229  46 

1,163 

194  10 

808 

175  10 

1,129 

225  40 

1,140 

312  20 

1,019 

275  50 

1,133 

287  30 

i,°°3 

211  15 

1,422 

273  i° 

i,i79 

373  59 

i,335 

382  20 

970 

398  10 

1,203 

335  40 

1,381 

461  15 

969 

463  55 

18,455 


Hours  Dutt 


4,850  24 
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CONDENSED    SCHEDULE     OF    PROPERTY  ON    HAND    AT    THE 
PATROL  STATIONS. 

No.  i  Station,  Nos.   106  and   108  Jessie  Street. 

Horses 6 

Wagon  (Mercantile  District,  large) i 

Wagon  (Hill  District,  smaller) I 

Buggies  (for  Superintendent's  use) 2 

Covers 239 

Steam   Salvage    Pump  (for    pumping    water    from  basements  and    cellars 

after  fire) 1 

Wagon  for    transporting  suction    hose,    coal,  ropes,  wrenches   and    other 

equipments 1 

Together  with  all  other  equipments. 


No.  2  Station,  N.  E.  corner  of  Eddy  and  Polk  Streets. 

Horses 2 

Wagon — for  regular  service 1 

Wagon  (spare),  fullv  equipped I 

Wagon  (spare),  unfit  for  service — small 1 

Covers 100 

Together  with  all  other  equipments  suitable  for  the  service. 

Eleven  Covers  destroyed  at  Bush  street  fire,  July  4th. 


Covers  in  use  by  the  Oakland  Fire  Department  (in  bad  order) 12 

Covers  loaned  San  Francisco  Fire  Department 2 
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TREASURER'S     REPORT 

...  OF- 

RECEIPTS  AND  DISBURSEMENTS 

For  the  Year  ending  December  31,   1891. 


I  herewith  submit  my  report  as  Treasurer  of  the  Underwriters'  Fire  Patrol 
of  San  Francisco  for  the  yearjmding  December  31,  1891 : 

1891  Receipts. 

Balance  from  1890 $   1,304  27 

Jan.     27.        Assessment  No.  64,    levied   on   returns   of   December 

31.1890 6,19330 

April  25.         Assessment  No.  65,  levied   on   returns   of  March  31, 

1891 7,592  75 

July  27.  Assessment  No.  66,  levied  on  returns  of  June  30,  1891  6,053  °° 
Oct.    27.         Assessment  No.  67,  levied  on  returns  of  September  30, 

1891 6,49880 

$27,642   12 
Disbursements. 

Dec.  31.         Pay  roll $18,000  00 

General    Expense 3, 882  75 

Rent 2, 580  00 

Feed  Account 935  81 

Horse  Account 475  00 

Due  from   Fire  Underwriters'  Inspection 

Bureau $500  00 

Balance     of    deposit,    Anglo-Californian 

Bank 1 ,268  56 

1,768  S6 

$27,642   12 

RUDOLPH  HEROLD,  Jr.,  Treasurer. 
Headquarters  Underwriters'  Fire   Patrol, 

San  Francisco,  January,  1892. 
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STATEMENT 

OF 


Receipts  and    Disbursements 


OF  THE 


UNDERWRITERS'  FIRE  PATROL  RELIEF  ASSOCIATION 

For  the  Year  ending  December  31,  1891. 


1891  Receipts. 

Balance  from  1890 $1 ,833  34 

Dec.     31.        Interest    on   Term    Deposit     Security   Savings 

Bank $88  64 

Interest  on  Ordinary  Deposit   Security  Savings 

Bank 4  90 

93   54 

$1,926  88 

Disbursements. 

July     10.         Accident  Insurance  Premiums $    186  00 

Dec.     31.        Balance  on  Deposit  Security  Savings  Bank — 

Term  Deposit $1,704  84 

Ordinary  Deposit 36  04         1740  88 

$1,926  88 

RUDOLPH  HEROLD,  Jr., 

Secretary  and  Treasurer . 
Headquarters  U.  F.  P.  Relief  Association, 

San  Francisco,  January,  1892. 


FIRE    RECORD 


Report 

OK 

Fires  and  Alarms, 

Duty  Performed  and  Covers  Spread 
by  the  patrol, 

For  the    Year  ending  December  ji,  1891. 
JANUARY. 

Thursday,       Sansome  street,  between  Vallejo  and  Green  streets.     Two-story 

1st,  frame  building.     Stable. 

10.35  p-  m-j    Cause  of  fire,  unknown. 

Box  5.  Responded  to  by  Company  No.  i . 

In  service  fifty-five  minutes. 
Losses  on  property  not  insured,   $100. 

Friday,         No.  736  Pacific  street.     First  floor  of  one-story  frame  building. 
2d,  Lodging  house  in  rear. 

9.35  p.  M.,     Cause  of  fire,  carlessness  with  matches. 
Box  14.         Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 
Losses  on  property  not  insured,  $25. 
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Sunday,  No.  919  Dupont  street.     Chinese  lodging  house. 

4th  Cause  of  fire,  chimney  burning. 

4.35  P.  M.,  Responded  to  by  Company  No.  1. 

Box  25.  In  service  twenty-five  minutes. 

Monday,        No.  7  iS  Jackson  street.      Fourth  floor  of  four-story  brick   build - 

5th,  ing.     Chinese  storage  goods. 

2.50  A.  m.,     Cause  of  fire,  supposed  explosion  of  coal  oil  lamp. 
Box  25.         Responded  to  by  Company  No.  1. 
In  service  one  hour. 
Insurance  on  contents,  $2,000.      Losses  paid,  $12. 

Monday,       S.  W.  corner  of  Post  street  and  Central  avenue.     First  floor  of 

5th,  one-story  frame  building.     Saloon  and  dwelling. 

4.2  A,  m.,       Cause  of  fire,  defective  stove. 
Box  326.       Responded  to  by  the  Captain. 

In  service  one  hour  and  fifteen  minutes. 

Insurance  on  buildings,  $1,000.     Losses  paid,  $365. 

Insurance  on  contents,  $1,200.     Losses  paid,  $148. 

Monclay,        No.  316  California  street.     Basement  floor  of  three-story  brick 

5th,  building,      Insurance  office. 

1 1. 2  a.  m.,     Cause  of  fire,  defective  electric  light  battery. 
Telephone.     Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 

Monday,  No.  3299  Sacramento  street. 

5th,  Cause  of  fire,  chimney  burning. 

6.47  p.  m.,  Responded  to  by  the  Captain. 

Box  325.  In  service  one  hour  and  fifteen  minutes. 

Monday,        Nos.  13-15  Elizabeth  street.     Basement  floor  of  two-story  frame 

5th,  building.     Dwellings. 

8.26  p.  M.,     Cause  of  fire,  children  with  matches. 
Box  274.       Responded  to  by  the  Captain. 
In  service  two  hours. 

Insurance  on  buildings,  $4,200.     Losses  paid,  $1,075. 
Insurance  on  contents,  $2,000.     Losses  paid,  $499. 


Monday,        No.  849  Market  street.     One-story  brick  building.     Tailor  shop 

5th,  Cause  of  fire,  unknown. 

8.56  P.  m.,     Responded  to  by  Company  No.  2. 
Box  47.        In  service  forty-five  minutes. 

Insurance  on  buildings,  $1,000.     Lo.-ses  paid,  $136. 
Insurance  on  contents,  $4,600.     Losses  paid,  $1,680. 
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Tuesday,        No.  322  Jackson  street.     One-story  frame  building.     Storage  of 

6th,  rags. 

8.37  p.m.,     Cause  of  fire,  supposed  spontaneous  combustion. 
Box  18.        Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 
Losses  on  property  not  insured,  $10. 

Wednesday,     No.  501  California  street.     First  floor  of  four-story  brick  build- 

7th,  ing.     Notary  Public  office. 

8.54  a.m.,     Cause  of  fire,  gasoline  stove. 
Box  35.         Responded  to  by  Company  No.  1. 
In  service  forty-five  minutes. 
Losses  on  property  not  insured,  $100. 


Wednesday,     No.  527  Mission  street.     First  floor  of  two-story  frame  building. 

7th,  Saloon  and  grocery. 

11.38  p.  M.,    Cause  of  fire,  upsetting  coal  oil  lamp. 
Still.  Responded  to  by  Company  No.  1. 

In  service  forty-five  minutes. 
Extinguished  by  the  Patrol. 
Insurance  on  contents,  $600.     Losses  paid,  $72. 
Losses  on  property  not  insured,  $10. 

Thursday,       No.  350  Third  street.     First  floor  of  two-story  frame   building. 

8lh,  Dwelling  and  tailor  shop. 

6.27  a.  M.,     Cause  of  fire,  supposed  carlessness  with  matches. 
Box  61.        Responded  to  by  Company  No.  1. 

In  service  one  hour  and  fifteen  minutes. 
Insurance  on  buildings,  $2,000.     Losses  paid,  $70. 
Insurance  on  contents,  $1,150.     Losses  paid,  $389. 
Losses  on  property  not  insured,  $400. 

Saturday,       No.  131  Turk  street.     Second  floor  of  two-story  frame  building. 

10th,  Cause  of  fire,  defective  grate. 

7.27  p.  m.,     Responded  to  by  Company  No.  2. 
Box  93.      In  service  forty  minutes. 

Extinguishers  used,  one.     Extinguished  by  the  Patrol. 
Losses  on  property  not  insured,  $75. 

Monday,        Nos.  30-36  Third  street.     First  floor  of  two-story  frame  building. 

12th,  Millinery  establishment. 

8.45  p.  M.,     Cause  of  fire,  unknown, 
Box  48.        Responded  to  by  Company  No.  1. 

In  service  one  hour  and  twenty  minutes. 

Covers  spread,  seventeen. 

Insurance  on  contents,  $23,000.     Losses  paid,  $2,493. 

Losses  on  property  not  insured,  $500. 
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Tuesday.        No.  15-17  Baker  street.     One-story  frame  building.     Wood  shed 

13th,  in  rear. 

8.53  A.  m.,     Cause  of  fire,  children  with  matches. 
Box  326.       Responded  to  by  the  Captain. 

In  service  one  hour  and  ten  minutes. 

Losses  on  property  not  insured,   $5. 

Tuesday,       No.  320  Montgomery  avenue.     Second  floor  of  three-story  frame 
13th,  building. 

6.21  p.  m.,      Carelessness  with  coal  oil  stove. 
Box  9.         Responded  to  by  Company  No.  1 . 
In  service  forty  minutes. 
Insurance  on  contents,  $1,000.     Losses  paid,   $17.40. 

Tuesday,       Nos.   219-221    Tenth   street.      Second    floor  of  two-story   frame 

13th,  building. 

10.36  p.  m.,    Cause  of  fire,   incendiary. 
Box  78.        Responded  to  by  Company  No.  2. 
In  service  thirty-five  minutes. 
Covers  spread,  five. 

Insurance  on  contents,  $500.     Losses  paid,  $5. 
Losses  on  property  not  insured,  $100. 

Thursday,      No.  426  Eleventh  street.     Second  floor  of  two-story  frame  build- 

15th,  ing.     Dwelling. 

5.40  p.  m.,    Cause  of  fire,  children  with  matches. 
Box  185.      Responded  to  by  Company  No.  2. 
In  service  fifty  minutes. 
Covers  spread,  three. 

Insurance  on  buildings,  $1,000.     Losses  paid,  $35. 
Insurance  on  contents,  $500.     Losses  paid,  $192. 

Friday,         No.  1^05  Laguna  street.     Second  floor  of  two-story  frame  build- 
16th,  ing.     Dwelling. 

5.47  P.  m  ,     Cause  of  fire,  defective  alcohol  lamp. 
Box  213.       Responded  to  by  Company  No.  2. 
In  service  fifty  minutes. 
Insurance  on  buildings,  $4,000. 
Insurance  on  contents,  $2,000.     Losses  paid,  $84.75. 

Friday,         No.  1109  Bush  street.     First  floor  of  two-story  frame  building. 
16th,  Dwelling. 

II. 5  P.  M.,     Cause  of  fire,  supposed  defective  grate. 
Box  134.      Responded  to  by  Company  No.  2. 
In  service  three  hours. 
Covers  spread,  one. 

Insurance  on  buildings,  $9,000.     Losses  paid,  $2,377. 
Insurance  on  contents,  $6,000.     Losses  paid,   $4,273. 
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Sunday,        No.  75S  Harrison  street.     First  floor  of  two-story  frame  build- 
iSth,  ing.     Dwelling. 

7.13  P.  M.,     Cause  of  fire,  explosion  of  coal  oil  lamp. 
Box  63.         Responded  to  by  Company  No.  2. 
In  service  forty  minutes. 
Insurance  on  buildings,  $2,000.     No  claim. 
Losses  on  property  not  insured,  $75. 

Monday,       No.  317  Third  street.     Second  floor  of  three-story  brick  building. 
19th,  Lodging  house. 

6.14  A.  M.,     Cause  of  fire,  sparks  from  chimney. 
Box  61.         Responded  to  by  Company  No.  1 . 
In  service  fifty-five  minutes. 

Insurance  on  contents,  $3,600.     Losses  paid,  $20. 
Losses  on  property  not  insured,  $25. 

Monday,  Market  and  Front  streets. 

19th,  Messenger  wanted. 

10.2  A.  M  ,  Responded  to  by  Company  No.  1. 
Telephone.     In  service  twenty  minutes. 


Tuesday,       No.  1300  Post  street.     First  floor  of  two-story  frame  building. 

20th,  Dwelling. 

9.34  P.  m.,     Cause  of  fire,  defective  range. 
Box  176.      Responded  to  by  Company  No.  2. 
In  service  two  hours. 
Covers  spread,  seven. 
Insurance  on  buildings,  $20,000. 
Insurance  on  contents,  $2,000. 


Losses  paid,  $1,085. 
Losses  paid,  $369.50. 


Wednesday,    S.  W.  corner  of  Sullivan  street  and   Baker  alley.     First   floor  of 

21st,  three-story  brick  building.     Dwelling. 

8.20  A.  M.,     Cause  of  fire,  explosion  of  coal  oil  lamp. 
8.38  a.  M.,     Responded  to  by  Company  No.  1. 

Box  17.        In  service  four  hours. 
2d  Alarm.     Covers  spread,  three. 

Insurance  on  buildings,  $6,000.  Losses  paid,  $1,250. 
Insurance  on  contents,  $5,000.  Losses  paid,  $1,398. 
Losses  on  property  not  insured,  $1,600. 


Wednesday,    No.  1841  Chestnut  street.    Two-story  frame  building.    Dwelling. 

2 1st,  Cause  of  fire,  defective  chimney. 

10.50  p.  m.,    Responded  to  by  the  Captain. 
Box  257.       In  service  one  hour  and  twenty  minutes. 

Insurance  on  buildings,  $700.     Losses  paid,  $53. 
Insurance  on  contents,  $520.     Losses  paid,  $33. 


[        22       ] 

Friday,         No.  9  Seventh  street.      Second   floor  of  two-story  frame  building. 
23d,  Dwelling. 

3.15  P.  M.,     Cause  of  fire,  children  with  matches. 
Box  65.        Responded  to  by  Company  No.  2. 
In  seryice  fifty  minutes. 

Insurance  on  buildings,  $500.     Losses  paid,  $25. 
Losses  on  property  not  insured,  $25. 

Saturday,       No.  11  Erie  street.     First  floor  of  two-story  frame  building. 

24th,  Dwelling. 

5.27  A.  M.,     Cause  of  fire,  carelessness  with  coal  oil  lamp. 
Box  72.        Responded  to  by  Company  No.  2. 
In  service  forty-five  minutes. 

Insurance  on  buildings,  $1,000,     Losses  paid,  $20. 
Insurance  on  contents,  $200.     Losses  paid,  $7. 

Saturday,       No.  233  Seventh  street.     First  floor  of  two-story  frame  building. 

24th,  Dwelling. 

8.38  P.  m.,     Cause  of  fire,  supposed  carelessness  with  matches. 
Box  184.        Responded  to  by  Company  No.  2. 
In  service  forty-five  minutes. 

Insurance  on  buildings,  $1,000.     Losses  paid,  $5.50. 
Insurance  on  contents,  $1,500.     Losses  paid,  $150. 

Sunday,        No.  156  Stuart  street.     Second  floor  of  two-story  frame  building. 

25th,  Dwelling. 

9.9  P.  m.,       Cause  of  fire,  carelessness  with  candle. 
Box  34.         Responded  to  by  company  No.  1. 
In  service  forty-five  minutes. 

Insurance  on  buildings,  $4,000.     Losses  paid,  $50. 
Insurance  on  contents,  $500.     Losses  paid,  $275. 

Wednesday,     No.  310  Sixth  street.     First  floor  of  two-story  frame  building. 

28th,  Dry  goods  store. 

8.21  a.m.,     Cause  of  fire,  defective  stove  pipe. 
Box   159.       Responded  to  by  Company  No.  1. 
In  service  forty-five  minutes. 

Insurance  on  buildings,  $2,000.     Losses  paid,  $45. 
Insurance  on  contents,  $3,000.     Losses  paid,  $732. 

Thursday,       Nos.    530-532   Sacramento  street.     Basement   floor  of  one-story 

29th,  frame  building.     Carpenter  shop. 

6.53  p.  m.,     Cause  of  fire,  incendiary. 
Box  31.         Responded  to  by  Company  No.  1. 

In  service  one  hour  and  ten  minutes. 

Insurance  on  contents,  $700. 

Losses  on  property  not  insured,   $500. 
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Friday,         Nos.  530,  532,  538   Sacramento  street.     Basement  floor  of  one- 
,30th,  story  frame  building.     Carpenter  shop. 

2  A.  M.,        Cause  of  fire,  incendiary. 
Box  31.        Responded  to  by  Company  No.  1. 

In  service  two  hours. 

Covers  spread,  one. 

Insurance  on  buildings,  $7,000.     Losses  paid,    $148. 

Insurance  on  contents,  $6,000.     Losses  paid,   $895. 

Friday,         Nos.  1 323- 1329   Dupont   street.     First  .floor  of  four-story  frame 
30th,  building.     Dry  goods  store. 

10.55  p.  M.,     Cause  of  fire,  unknown. 

Box  9.         Responded  to  by  Company  No.  1. 

In  service  two  hours  and  ten  minutes. 

Covers  spread,  five. 

Insurance  on  buildings,  $3,000.     Losses  paid,  $1,500. 

Insurance  on  contents,  $1,800.     Losses  paid,   $1,380. 

Losses  on  property  not  insured,  $3,220. 

Saturday,       No.  18  Dorr  street.     Two-story  frame  building.     Dwelling. 

31st,  Cause  of  fire,  explosion  of  coal  oil  lamp. 

6.15  p.  m  ,      Responded  to  by  Company  No.  2. 
Box  185.        In  service  forty  minutes. 

Insurance  on  buildings,  $i,oco.     Losses  paid,  $25. 

Insurance  on  contents,  $500.     Losses  paid,  $32. 

Saturday,       Nos.  108-1 16  Oak  street .     Three-story  frame  building. 
31st,  Dwellings. 

10.27  p-  M>    Cause  of  fire,  unknown. 
Box  86.         Responded  to  by  Company  No.  2. 

In  service  one  hour  and  twenty  minutes. 

Covers  spread,  eight. 

Insurance  on  buildings,  $18,000.     Losses  paid,  $1,700. 

Insurance  on  contents,  $5,700.     Losses  paid,  845.95. 

Losses  on  property  not  insured,  $25. 


FEBRUARY. 

Thursday,      No.  532  Polk  street.     First  floor  of  three-story  frame  bnilding. 
5th,  Restaurant. 

6  a.  M.,         Cause  of  fire,  upsetting  coal  oil  lamp. 
Box  97.         Responded  to  by  Company  No.  2. 

Extinguishers  used,  two.     Extinguished  by  the  Patrol. 
Insurance  on  buildings,  $3,000.     Losses  paid,   $50. 
Insurance  on  contents.  $2,000.     Losses  paid,  $150. 
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Thursday,       N.  W.  corner  Stockton  and  Clay  streets.      Second  floor  of  three- 

5th,  story  frame  building.     Lodging  house. 

6.44  P.  m.,     Cause  of  fire,  explosion  of  coal  oil  lamp. 
Box  25.         Responded  to  by  Company  No.  1. 
In  service  thirty-five  minutes- 
Losses  on  property  not  insured,  $20. 


Friday,  No.  1 1 10  Dupont  street.     One-story  frame  building.    Unoccupied. 

6th,  Cause  of  fire,  tramps  with  cigarettes. 

6.5  P.  M.,  Responded'to  by  Company  No.  1. 

Box  17.  In  service  twenty-five  minutes. 

Friday,         Nos.   107-109  Beale    street.     One-story    frame    building.     Coffee 
6th,  and  spice  mill. 

8.17  P.  m.,      Cause  of  fire,  unknown. 
Box  265.       Responded  to  by  Company  No.  1. 
In  service  twenty  minutes. 
Insurance  on  contents,  $1,000.     Losses,  $5.      No  claim. 

Saturday,       No.  705  Sutter  street.     Basement  floor  of  four-story  frame  build- 

7th,  ing.     Dwelling  and  office. 

2  A.M.,         Cause  of  fire,  defective  chimney. 
Box  41 .         Responded  to  by  Company  No.  1 . 
In  service  one  hour. 
Insurance  on  buildings,  $12,500.     Losses  paid,  25. 

Saturday,       No.  802^  Stockton    street.       .Second  floor    of  two-story  frame 

7th,  building.     Dwelling. 

6.45  P.  M.,     Cause  of  fire,  carelessness  with  candle. 
Box  29.         Responded  to  by  Company  No.  1 . 

In  service  one  hour  and  twenty  minutes. 

Covers  spread,  eight. 

Insurance  on  buildings,  $3,750.     Losses  paid,  $780. 

Insurance  on  contents,  $1,900.      Losses  paid,  $1,089. 

Losses  on  property  not  insured,  $170. 


Sunday,        N.  E.  corner  of  Fifth  and  Bluxome  streets.     Two-story    frame 

8th,  building.     Dwelling  and  restaurant. 

1. 17  A.  M.,    Cause  of  fire,  unknown. 
Box  186.       Responded  to  by  Company  No.  1. 
In  service  two  hours. 

Insurance  on  buildings,  $1,500.     Losses  paid,  $1,025. 
Insurance  on  contents,  $700.     Losses  paid,  $700. 
Losses  on  property  not  insured,  $300. 
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Sunday,        Nos.  924-928  Market  street.     Basement  floor  of  four-story  brick 

8th,  building.     Fancy  goods. 

1. 10  p.  m.,    Cause  of  tii e,  unknown. 
Box  98.        Responded  to  by  Company  No.  1 . 
In  service  forty-five  minutes. 
Losses,  $50.     No  claim. 

Sunday,        No.  134  Sutter  street.     Third  floor  of  three-story  brick  building, 
8th,  Jewelry-box  factory. 

5.25  p.  m..    Cause  of  fire,   unknown. 
Box  46.        Responded  to  by  Company  No.  1. 
In  service  two  hours. 
Covers  spread,  thirteen. 

Insurance  on  buildings,  $70,000.     Losses  paid,  $660. 
Insurance  on  contents,  $12,000.     Losses  paid,  $7,650. 

Sunday,        No.  41  Jessie  street.     First  floor  of  two-story  frame  building. 
8th,  Dwelling. 

10.25  p.  m.,     Cause  of  fire,  explosion  ol  coal  oil  lamp. 
Still.  Responded  to  by  Company  No.  1 . 

In  service  twenty-five  minutes. 
Insurance  on  contents,  $550.     Losses  paid,  $10. 

Monday,  False  alarm. 

9th,  Responded  to  by  Company  No.  2. 

1.3  A.  M.,  In  service  forty  minutes. 
Box  283. 

Monday,       No.    1 514   Stockton    street.      Second    floor    of  two-story    frame 

9th,  building.     Fancy  goods  and  variety  store. 

9.55  A.  M.,     Cause  of  fire,  unknown. 
Box  8.         Responded  to  by  Company  No.  1. 

In  service  two  hours  and  twenty  minutes. 
Insurance  on  buildings,  $187.     Losses  paid,  $187. 
Insurance  on  contents,  $12,500.      Losses  paid,  $6,160. 
Losses  on  property  not  insured,   $812. 


Monday,       No.  2517  Sacramento  street.     Two-story  frame  building. 

9th,  Dwelling. 

2.26  p.  m.,     Cause  of  fire,  sparks  from  grate. 
Box  216.       Responded  to  by  Company  No.  2. 
In  service  fifty  minutes. 
Insurance  on  contents,  $1,500.     Losses  paid,  $88. 
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Monday,        No.  1070  Bryant  street.     Roof  of  two-story  frame  building. 

9th,  Stable  in  rear. 

3.54  p.  M.,     Cause  of  fire,  sparks  from  smoke-stack. 
Box  152.       Responded  to  by  Company  No.  2. 
In  service  forty-five  minutes. 
Losses,  $5.     No  claim. 

Tuesday,  False  alarm. 

10th,  Responded  to  by  Company  No.  1. 

11.45  A.  M.,  In  service  twenty-five  minutes. 
Box  154. 


Tuesday, 
10th, 

6.5  P.   M. 

Box  73. 


Cause  of  fire,  burning  tar  kettle. 
Responded  to  by  Company  No.  2. 
In  service  twenty-five  minutes. 


Wednesday,     No.  31 18  Sacramento  street.     Two-story  frame  building.     Cali- 

uth,  fornia  Women's  Hospital. 

5.48  p.  m.,     Cause  of  fire,  explosion  of  coal  oil  lamp. 
Box  234.       Responded  to  by  the  Captain. 

In  service  one  hour  and  twenty  minutes. 
Insurance  on  buildings,  $15,500.     Losses  paid,  $25. 
Insurance  on  contents,  $1,500.     Losses  paid,  $20. 

Thursday,       No.  1 516  Folsom  street.     One  story  frame  building.     Dwelling. 

12th,  Cause  of  fire,  unknown. 

8.10  P.  M.,     Responded  to  by  Company  No.  2. 
Box  79.        In  service  one  hour  and  fifteen  minutes. 
Covers  spread,  five. 

Insurance  on  buildings,  $1,000.     Losses  paid,  $550. 
Insurance  on  contents    $3,20:3.     Losses  paid,  $365. 

Friday,         No.  1325  Steiner  street.     One-story  frame  building.     Dwelling. 
13th,  Cause  of  fire,  defective  chimney. 

1 1. 13  A.  m.,    Responded  to  by  Company  No    2. 
Box  341.       In  service  one  hour  and  ten  minutes. 
Covers  spread,  one. 

Insurance  on  buildings,  $1,000.     Losses  paid,  $25. 
Losses  on  property  not  insured,   $5. 


Friday,         \"o.  334  Turk  street.     First  floor  of  two-story  frame  building. 

13th,  Dwelling. 

2  P.  M.,         Cause  of  fire,  children  with  matches. 
Box  91.         Responded  to  by  Company  No.  2. 

In  service  twenty-five  minutes. 

Losses  on  property  not  insured,  $10. 
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Monday,  False  alarm. 

1 6th,  Responded  to  by  Company  No.  2. 

11.52  A.  M.,  In  service  twenty-five  minutes. 
Box  153. 

Monday,  False  alarm. 

16th,  Responded  to  by  Company  No.  1 . 

12.06  p.  m.,  In  service  twenty  minutes. 
Box  48 . 

Monday,       York  street,  near  Mariposa  street.     One-story  frame  building. 
16th,  Dwelling. 

1 1. 8  p.  m.,     Cause  of  fire,  explosion  of  coal  oil  lamp. 
Box  146.       Responded  to  by  Company  No.  2. 

In  service  one  hour  and  five  minutes. 

Insurance  on  contents,  $1,000.     Losses  paid,  $91. 

Losses  on  property  not  insured,  $5. 

Tuesday,       Nos.  204-206  Fillmore  street.     Second  floor  of  two-story  frame 

17th,  building.     Dwelling. 

1.20  a.  M.,     Cause  of  fire,  unknown. 
Box  216.        Responded  to  by  Company  No.  2. 

In  service  two  hours  and  twenty  minutes. 
Covers  spread,  eight. 

Insurance  on  buildings,  $8,000.     Losses  paid,  $2,810. 
*      Insurance  on  contents,  $2,800.     Losses  paid,  $1,039. 

Tuesday,        No.    181 7    Vallejo    street.     Basement    floor    of  two-story  frame 
17th,  building.     Dwelling. 

10.56  a.  m.,     Cause  of  fire,  hot  ashes  in  wooden  vessel. 
Box  253.       Responded  to  by  the  Captain. 
In  servic  v  fifty-five  minutes. 

Wednesday,     No.  429  Montgomery  street.     Third    floor  of  three-story   brick 

1 8th,  building,     Picture-frame  works. 

1.25  p.  m.,     Cause  of  fire,  carelessness  with  cigarette. 
Box  27.         Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 

Insurance  on  buildings,  $40,000.     Losses  paid,  $240. 
Insurance  on  contents,  $750.     Losses  paid,  $210. 

Thursday,       Van  Ness  and    Myrtle    Avenues.     Basement   floor    of  four-story 

19th,  frame  building.     Lodging  house. 

7.1  A.  m  .,       Cause  of  fire,  wood  piled  too  near  boiler. 
Box  136.        Responded  to  by  Company  No.  2. 

In  service  one  hour  and  ten  minutes. 

Losses,  $50.     No  claim. 
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Thursday,       No.  513  Hyde  street.     First  floor  of  two-story  frame  building. 

19th,  Dwelling  in  rear. 

II.23  A.  m.,    Cause  of  fire,  gasoline  stove. 
Box  139.       Responded  to  by  Company  No.  2. 
In  service  twenty  minutes. 
Insurance  on  buildings,  $900. 
Losses  on  property  not  insured,  $25. 

Thursday,    ,  False  alarm. 

19th,  Responded  to  by  Company  No.  I. 

8.52  p.  m.,     In  service  twenty  minutes. 
Box  67. 

Friday,  No.  32    Hinckley   alley.      One-story    frame    building.     Tomale 

20th,  factory. 

3.3  A.  M.,       Cause  of  fire,  hot  ashes  near  woodwork. 
Box  9.         Responded  to  by  Company  No.  1. 
In  service  fifty-five  minutes. 

Insurance  on  buildings,  $400.     Losses  paid,  $40. 
Losses  on  property  not  insured,  $50. 

Friday,         No.  1005  Church  street.     First  floor  of  two-story  frame  building. 
20th,  Dwelling. 

8.27  p.  M.,     Cause  of  fire,  defective  grate. 
Box  275.       Responded  to  by  the  Captain. 

In  service  one  hour  and  forty  minutes. 

Insurance  on  buildings,  $1,200.     Losses  paid,  $65. 

Losses  on  property  not  insured,   $25. 


N.  W.  corner  of  Twenty-ninth  and   Mission  streets.     First  floor 
of  two-story  frame  building.     Dwelling  and  saloon. 


Sunday, 

22d, 

12.4  a.  m.      Cause  of  fire,  unknown. 
Box  284.       Responded  to  by  the  Captain 

In  service  two  hours. 

Insurance  on  buildings,  $1,000. 

Insurance  on  contents,  $1,300. 


Losses  paid,  $1,000. 
Losses  paid,  $796. 


Sunday,        Market  and  New  Montgomery  streets.     Basement  floor  of  seven- 

22d,  story  brick  building.     Palace  Hotel. 

4.58  a.  M.,     Cause  of  fire,  defective  laundry  dry-room. 
5.5  A.  M.,      Responded  to  by  Company  No.  1. 
Still  and      In  service  one  hour  and  twenty  minutes. 

Box  38.        Extinguishers   used,   one.      Held  in  check  until  arrival  of   Fire 
Department. 

Insurance  on  buildings,  $919,250.     Losses  paid,  $1,168. 
Insurance  on  contents,  $97,500.      Losses  paid  $367. 
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Saturday,       Nos.  6-8  Jackson  street.     First  floor  of  two-story  frame  building. 

28th,  Restaurant. 

12.34  a.  M.,    Cause  of  fire,  defective  range. 
Box  19.        Responded  to  by  Company  No.  1. 
In  service  fifty-five  minutes. 

Insurance  on  contents,  $50C     Losses  paid,  $10. 
Losses  on  property  not  insured,  $75. 

Saturday,       Nos.  318-320    Turk    street.       Second  floor   of    two-story  frame 

28th,  buildine.     Lodging  house. 

8.19  P.  M.,     Cause  of  fire,  unknown. 
Box  91.         Responded  to  by  Company  No.  2. 

In  service  one  hour  and  ten  minutes. 

Covers  spread,  seven. 

Insurance  on  buildings,  $3,500.     Losses  paid,  $235. 

Insurance  on  contents,  $1,100.     Losses  paid,  $350. 


Sunday, 
1st, 

12.3  A.   M. 

Box  368. 

Sunday, 

1st, 
1.57  A.  M. 
Box  159. 

Sunday, 

1st, 

3.25  A.  M. 

Box  64. 


MARCH, 

False  alarm. 

Responded  to  by  the  Captain. 

In  service  fifty-five  minutes. 


False  alarm. 

Responded  to  by  Company  No.  1. 

In  service  twenty-five  minutes. 


False  alarm. 

Responded  to  by  Company  No.  1, 

In  service  twenty  minutes. 


Monday,  False  alarm. 

2d,  Responded  to  by  Company  No.  1. 

10.58  A.  M.,  In  service  twenty-five  minutes. 
Box  51. 


Monday,       Nos.  126-128  Sixth  street.     First  floor  of  four-story  frame  build 

2d,  ing.     Dry  goods  store. 

6.34  p.  m.,    Cause  of  fire,  gas  jet  in  store  window. 
Box  65.         Responded  to  by  Company  No.  1. 

In  service  one  hour  and  fifteen  minutes. 

Insurance  on  buildings,  $6,000.     Losses  paid,  $425. 

Insurance  on  contents,  $28,000.     Losses  paid,  $2,100. 


[ 
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Tuesday,       No.  718-722  Market  street.     First   floor  of  two-story  brick  and. 

3d,  frame  building.     Fancy  goods  and  toy  store. 

9.17  A.  M.,    Cause  of  fire,  electric  light  wires. 
Box  48.         Responded  to  by  Company  No.  I. 
In  service  twenty-five  minutes. 
Losses  $10.     No.  claim. 

Tuesday,  False  alarm. 

3d,  Responded  to  by  the  Captain. 

3.5  P.  M.,  In  service  one  hour  and  ten  minutes. 
Box  278. 

Tuesday,        No.  205  Gough  street.     First  floor  of  two-story  frame  building. 

3d,  Tea  store. 

9.44  P.  m.,     Cause  of  fire,  defective  chimney. 
Box  83.       Responded  to  by  Company  No.  2. 
In  service  forty-five  minutes. 

Insurance  on  buildings,  $5,400.     Losses  paid,  $206. 
Insurance  on  contents,  $1,000.     Losses  paid,  $750. 

Wednesday,  False  alarm. 

4th,  Responded  to  by  the  Captain. 

3.5  P.  M.,  In  service  forty  minutes. 
Box  193. 


Wednesday,    No.  117  Sixth  street.     Second  floor  of  two-story  frame  building. 

4th,  Furniture  store. 

10.4  p.  m.,     Cause  of  fire,  unknown. 
Box  65.         Responded  to  by  Company  No.  1. 
In  service  two  hours. 
Covers  spread,  twenty-four. 

Insurance  on  buildings,  $7,000.     Losses  paid,  $731. 
Insurance  on  contents,  $9,150.     Losses  paid,  $1,423. 


Thursday,      Nos.  m-113  Fremont  street.     One-story  frame  buildiog. 

5th,  Machine  shop. 

1. 51  A.  M.,     Cause  of  fire,  hot  ashes  in  wooden  box. 
Box  52.         Responded  to  by  Company  No.  I. 
In  service  fifty  minutes. 
Covers  spread,  three. 

Insurance  on  buildings,  $1,000.     Losses  paid,  $1,000. 
Insurance  on  contents,  $1,000.     Losses  paid,  $10. 
Losses  on  property  not  insured,  $50. 
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Friday,         No.  127  Kearny  street.     Second  floor  of  three-story  brick  build- 

6th,  ing.     Dental  rooms. 

1.40  a.  m.,    Cause  of  fire,  hot  ashes  in  wooden  box. 
Still.  Responded  to  by  Company  No.  1. 

In  service  forty-five  minutes. 

Insurance  on  buildings,  $9,000.     Losses  paid,   $50. 
Losses,  $50.     No  claim. 

Friday,  False  alarm. 

6th,  Responded  to  by  Company  No.  1. 

3.40  A.  M.,  In  service  twenty  minutes. 
Box  27. 

Saturday,      No.  921   Sacramento   street.      Second   floor  of  two-story  frame 

7th,  building.     Dwelling. 

8  43  p,  M.,    Cause  of  fire,  carelessness  with  coal  oil  lamp. 
Box  29.        Responded  to  by  Company  No.  1. 

In  service  one  hour  and  fifteen  minutes. 
Insurance  on  buildings,  $3,100.     Losses  paid,  $67. 
Insurance  on  contents,  $1,200.     Losses  paid,  $182.75. 

Monday,        No.  636  Pacific  street.     First  floor  of  three-story  brick  building. 

9th,  Cigar  factory. 

5.16  a.  m.,    Cause  of  fire,  unknown. 
Box  17.         Responded  to  by  Company  No.  I. 

In  service  one  hour  and  twenty  minutes. 

Covers  spread,  nine. 

Insurance  on  buildings,  $2,000.     Losses  paid,  $205. 

Insurance  on  contents,  $1,500.     Losses  paid,  $1,135. 

Thursday,  No.  508  Market  street.     Four-story  brick  building. 

1 2th,  Cause  of  fire,  escaping  of  steam. 

6.28  p.  M.,  Responded  to  by  Company  No.  1. 

Still.  In  service  twenty  minutes. 

Thursday,      No.  42  Third  street.     First  floor  of  four  story  brick  building. 

12th,  Dry  goods  store. 

9.3  P.  m.,       Cause  of  fire,  gas  jet  in  show  window. 
Box  48.         Responded  to  by  Company  No.  I. 

In  service  one  hour  and  fifteen  minutes. 

Covers  spread,  one. 

Insurance  on  buildings,  $35,000.     Losses  paid,  $500. 

Insurance  on  contents,  $8,000.     Losses  paid,  1,000. 


Saturday,  No.  126  Kearny  street.     Four-story  brick  building. 

14th,  Cause  of  fire,  experimenting  with  chemicals. 

7.45  p-  M.,  Responded  to  by  Company  No.  1. 

Still.  In  service  twenty  minutes. 


Lodgings, 
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Saturday, 

14th, 

10.54  P.  M. 

Box  21. 


Monday, 

16th, 

8.55  P.  M. 

Box  29. 


Tuesday, 
17th, 

4.32   A.  M., 

Box  29. 

Wednesday. 
18th, 

4.5I   A.  M., 

Box  152. 


Friday, 

20th, 

S.4.5  P.  M. 

Still. 


Saturday, 

21st, 

7.45  p.  M. 

Box  17. 


No.  649  Clay  street.     Second  floor  of  two-story  brick   building. 

Dwelling. 
Cause  of  fire,  explosion  of  coal  oil  lamp. 
Responded  to  by  Company  No.  1. 
In  service  twenty-five  minutes. 
Losses  on  property  not  insured,  $5. 

No.  707   Stockton   street.       Basement   floor  of  two-story  frame 

building.     Mattress  and  second-hand  furniture  store. 
Cause  of  fire,  unknown. 
Responded  to  by  Company  No.  1. 
In  service  one  hour  and  twenty  minutes. 
Covers  spread,  two. 

Insurance  on  buildings,  $500.     Losses  paid,  $500. 
Insurance  on  contents,  $850.     Losses  paid,  $401.85. 
Losses  on  property  not  insured,  $300. 

No.  707  Stockton  street. 
Rekindling  of  fire  of  March  16th. 
Responded  to  by  Company  No.  1. 
In  service  one  hour  and  forty  minutes. 
Covers  spread,  one. 

El  Dorado  and  O'Hara  streets.     One  story  frame  building. 

Factory. 
Cause  of  fire,  unknown. 
Responded  to  by  Company  No.  2. 
In  service  two  hours  and  forty  minutes. 
Insurance  on  buildings,  $2,500.     Losses  paid,  $2,500. 
Insurance  on  contents,  $2,000.      Losses  paid,  $1,000. 
Losses  on  property  not  insured,  $6,686. 

Nos.  2-6  Battery  street.     First  floor  of  two-story  brick  building. 

Wholesale  clothing  house. 
Cause  of  fire,  carelessness  with  matches. 
Responded  to  by  Company  No.  1. 
In  service  two  hours. 
Insurance  on  contents,  $97,000.     Losses  \  aid,  $10,677. 

No.  1024  Dupont  street.     First  floor  of  three-story  brick  building. 

Dwelling. 
Cause  of  fire,  defective  Chinese  range. 
Responded  to  by  Company  No.  1. 
In  service  one  hour  and  four  minutes. 
Covers  spread,  sixteen. 

Insurance  on  buildings,  $6,000.     Losses  paid,  $225. 
Insurance  on  contents,  $4, 700.     Losses  paid,   $1,150. 
Losses  on  property  not  insured,  $25. 
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Tuesday,       No.  6n  Eddy  street.     Roof  of  two-story  frame  building. 

24th,  Dwelling. 

4.50  P.  M.,     Cause  of  fire,  sparks  from  chimney. 
Still.  Responded  to  by  Company  No.  2. 

In  service  fifty  minutes. 

Extinguishers  used,  one.     Extinguished  by  the  Fatrol. 
Insurance  on  contents,  $2,000.     Losses  paid,  $133. 
Losses  on  property  not  insured,  $25. 

Wednesday,    No.  9  Mason  street.     First  floor  of  three-story  frame  building. 

25th,  Lodging  house. 

10.57  P.  m.,    Cause  of  fire,  carelessness  with  gasoline. 
Box  47.        Responded  to  by  Company  No.  2. 
In  service  two  hours. 
Covers  spread,  five. 

Insurance  on  buildings,   $5,000.     Losses  paid,  $37 5. 
Losses  on  property  not  insured,  $50. 

Sunday,  No.  524  Hayes  street. 

29th,  Cause  of  fire,  chimney  burning. 

7.45  P.  m.,  Responded  to  by  Company  No.  2. 

Box  85.  In  service  forty  minutes. 

Tuesday,        No.  710  Green  street.     Second  floor  of  two-story  frame  building. 

31st,  Dwelling. 

7.16  p.  M.,     Cause  of  fire,  carelessness  with  candle. 
Box  8.         Responded  to  by  Company  No.  1. 
In  service  thirty-five  minutes. 
Losses -on  property  not  insured,  $5. 

APRIL. 

Wednesday,    Nos.  526-528  Sacramento  street.     Second  floor  of  four-story  brick 

Ist,  building.     Lithographing  rooms. 

6.21  P.  M.,     Cause  of  fire,  defective  dry  room. 
Box  27.         Responded  to  by  Company  No.  1. 
In  service  two  hours. 
Covers  spread,  eight. 

Insurance  on  contents,  $7,000.     Losses  paid,  $956. 
Losses  on  property  not  insured,  $2,320. 


Thursday,  Foot  of  Fourth  street.     Ash  dump. 

2nd,  Cause  of  fire,  hot  ashes. 

4.25  P.  m.,  Responded  to  by  Company  No.  1. 

Box  156.  In  service  twenty-five  minutes. 
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Thursday,     No.  504  Powell  street.     First    floor  of  two-story  frame  building 
2nd,  Lodging  house. 

11.26  P.  M.,    Cause  of  fire,  unknown. 
Box  49.         Responded  to  by  Company  No.  2. 
In  service  fifty  minutes. 

Insurance  on  contents,  $1,600.     Losses  paid,  $67. 
Losses  on  property  not  insured,  $10. 
Saturday,     No.  625  Pacific  street.     Basement  floor  of  two-story  brick  build - 
4th,  ing.     Laundry. 

4.19  A.  m  .,    Cause  of  fire,  unknown. 
Box  17.         Responded  to  by  Company  No.  1. 

In  service  one  hour  and  forty-five  minutes. 
Insurance  on  contents,  $1,000.     Losses  paid,  $80. 
Losses  on  property  not  insured,  $600. 

Saturday,     No.  333  Golden  Gate  avenue.     Two-story  frame  building.     Car- 
4th.  pet-beating  works. 

4.55  A.  m.,     Cause  of  fire,  drunkenness. 
Box  97.         Responded  to  by  Company  No.  2. 
In  service  two  hours. 
Covers  spread,  eight. 

Insurance  on  buildings,  $5,100.     Lossess  paid,  $1,665. 
Insurance  on  contents,  $1,600.     Losses  paid,  $200. 
Losses  on  property  not  insured,  $600. 

Saturday,      Nos.  100-102  California  street.     Third  floor  of  three-story  brick 
4th,  building.     Wholesale  groceries. 

6.10  Pt  M.,     Cause  of  fire,  unknown. 
Box  264.       Responded  to  by  Companies  Nos.  1  and  2. 
In  service  three  hours. 

Insurance  on  buildings,  $10,000.     Losses  paid,  $612. 
Insurance  on  contents,  $190,000.     Losses  paid,  $23,729. 

Sunday,       No.  129  Pierce  street.      Roof  of  two-story  frame  building. 
5th,  Dwelling. 

2.30  P.  m.,     Cause  of  fire,  defective  chimney. 
Box  385.       Responded  to  by  the  Captain. 

In  service  one  hour  and  ten  minutes. 
Insurance  on  buildings,  $7,000.     Losses  paid,  $70. 
Insurance  on  contents,  $1,600.     Losses  paid,  $5. 
Monday,       No.    1033    Kearny  street.     One  story   frame  building.      Lodging 
6th,  house. 

1.53  a.  M .,     Cause  of  fire,  cigarette  smoking, 
liox  17.         Responded  to  by  Company  No.  1 . 

In  service  one  hour  and  forty  minutes. 

Covers  spread,  ten. 

Insurance  on  buildings,  $3,000.     Losses  paid,  $750. 

Insurance  on  contents,  $2,400.     Losses  paid,  $225. 
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Saturday,     Nos.  423-441  Brannan  street.     One-story  frame  building.     Fruit 
nth,  packing  rooms. 

6.10  P.  m.,     Cause  of  fire,  unknown. 
Box  68.         Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 

Insurance  on  buildings,  $15,433.     Losses  paid,  $1,900. 
Insurance  on  contents,  $41,817.     Losses  paid,  $1,885.70. 

Monday,      No.  810  Union  street.     Second  floor  of  two-story  frame  building. 
13th,  Dwelling. 

8.05  A.  M.,     Cause  of  fire,  children  with  matches. 
Box  8.        Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 

Insurance  on  buildings,  $2,000.      Losses  paid,  $25. 
Insurance  on  contents,  $250.     Losses  paid,  $20. 
Losses  on  property  not  insured,  $400. 


Tuesday,      No.  321   Seventh  street.     One-story  frame  building. 
14th,         Cause  of  fire,  explosion  of  coal  oil  lamp. 
10.44  p.  m.,    Responded  to  by  Company  No.  2. 
Box  153.      In  service  one  hour  and  ten  minutes. 
Covers  spread,  two. 

Insurance  on  buildings,  $500.     Losses  paid,  $500. 
Insurance  on  contents,  $300.     Losses  paid,  $300. 


Dwelling. 


Friday,  False  alarm. 

17th,  Responded  to  by  Company  No.  2. 

2.24  p.  M.,  In  service  forty  minutes. 
Box  127. 

Sunday,      S.  W.  corner  of   Pacific  and  Drumm  streets.     One-story  frame 
19th,  building,     Saloon. 

12.53  a.  m.,    Cause  of  fire,  unknown. 
Box  19.         Responded  to  by  Company  No.  I. 
In  service  forty  minutes. 

Insurance  on  building,  $1,000.     Losses  paid,  $150. 
Insurance  on  contents,  $75. 


Sunday,      Nos.  51-61  First  street.     Basement  floor  of  four-story  brick  bnild- 
19th,  ing.     Liquor  store. 

II.23  A.  M.,    Cause  of  fire,  unknown. 
Box  52.        Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 
Insurance  on  contents,  $60,500.     Losses  paid,  $2,091. 
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Tuesday,      No.  1234  Post  street.     First   floor  of  two-story  frame  building. 
21st,  Dwelling. 

4.27  P.  M.,     Cause  of  fire,  ham  burning  in  stove  oven. 
Box  136.       Responded  to  by  Company  No.  2. 
In  service  twenty  minutes. 

"Wednesday,     No.  242  Ninth  street.     One-story  frame  building.     Saloon. 

22nd,         Cause  of  fire,  unknown. 
1.54  A.  M.,     Responded  to  by  Company  No.  2. 
Box  76.         In  service  fifty  minutes. 

Insurance  on  contents,  $300.     Losses  paid,  $120. 
Losses  on  property  not  insured,  $25. 

Wednesday,     No.  77  Colton  street.     Second  floor  of  two-story  frame  building. 

22nd,  Dwelling. 

5.03  P.  M.,     Cause  of  fire,  defective  chimney. 
Box  84.         Responded  to  by  Company  No.  2. 

In  service  one  hour  and  twenty  minutes. 
Covers  spread,  five. 

Insurance  on  buildings,  $300.     Losses  paid,  $200. 
Losses  on  property  not  insured,  $210. 

Wednesday,  False  alarm. 

22nd,  Responded  to  by  the  Captain. 

11.58  p.  M.,  In  service  one  hour. 
Box  362. 

Thursday,     Nos.  217-221  Geary  street.     Basement  floor  of  five-story    brick 

23rd,  building.     Furniture  store. 

2.49  P.  M.,     Cause  of  fire,  supposed  carelessness  with  cigarette. 
Box  43.         Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 
Insurance  on  contents,  $160,000.     Losses  paid,  $2,310. 

Thursday,     No.  222  Sutter  street.     Third  story  of  three-story  brick  building. 

23rd,  Gas-fixtures. 

8.45  P.  m.,     Cause  of  fire,  defective  forge. 
Still.  Responded  to  by  Company  No.  1. 

In  service  twenty-five  minutes. 
Insurance  on  buildings,  $10,000.     Losses  paid,  $24. 

Saturday,     No.  1024  Dupont  street.     First  floor  of  three-story  brick  building. 
25th,  IJarber  shop. 

2.15  A.  M.,    Cause  of  fire,  explosion  of  coal  oil  lamp. 
Box  25.         Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 
Losses,  $10.     No  claim. 
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Saturday, 
25th, 
8.20  P.  M., 
Box  159. 


Saturday, 
25th, 

8.29  P.  M., 

Box  48. 

Saturday, 
25th, 

IO.45  P.   M., 

Still. 


Monday, 
27th, 

10.12  A.   M. 

Box  286. 


Tuesday, 
28th, 
3.37  A.  M., 
Box  6^5. 


Wednesday, 

29th, 
11.36  A.  M. 
Box  36. 


Wednesday, 

29th, 
7.17  P.  M., 
Box  27. 


No.  212  Sixth  street.     Second  floor  of  two-story  frame  building. 

Dwelling. 
Cause  of  fire,  explosion  of  coal  oil  lamp. 
Responded  to  by  Company  No.  1 . 
In  service  three  hours. 
Covers  spread,  thirteen. 

Insurance  on  buildings,  $3,350.     Losses  paid,  $800. 
Insurance  on  contents,  $10,600.     Losses  paid,  $1,328. 
Market  street.      Phelan  block. 
Cause  of  fire,  fire  works. 
Responded  to  by  Companies  Nos.  1  and  2. 
In  service  twenty  minutes. 
Losses  on  property  not  insured,  $5. 

No.   19  Taylor  street.     First  floor  of  one-story  frame  building. 

Stationery  store. 
Cause  of  fire,  carelessness  with  matches. 
Responded  to  by  Company  No.  1 . 
In  service  forty  minutes. 
Insurance  on  contents,  $800.     Losses  paid,  $48. 

No.  2506  Bryant]  avenue.     Basement    floor    of  one-story   frame 

building.      Dwelling. 
Cause  of  fire,  children  with  matches. 
Responded  to  by  the  Captain. 
In  service  one  hour  and  ten  minutes. 
Insurance  on  buildings,  $1,500.     Losses  paid,  $180. 
Insurance  on  contents,  $600.     Losses  paid,  $32. 

No.  223  Terry  street.     First  floor  of  two-story  frame  building. 

Dwelling  and  grocery. 
Cause  of  fire,  unknown. 
Responded  to  by  Company  No.  1. 
In  service  one  hour  and  thirty-five  minutes. 
Covers  spread,  six. 

Insurance  on  buildings,  $1,200.     Losses  paid,  $561. 
Insurance  on  contents,  $1,300.     Losses  paid,  $246. 

No.    250  Steuart    street.      One-story   frame    building.     Chinese 

laundry  in  rear. 
Cause  of  fire,  defective  range. 
Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 
Losses  on  property  not  insured,  $75. 

False  alarm. 

Responded  to  by  Company  No.  1 . 

In  service  twenty-five  minutes. 
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MAY. 

Friday,       Nos.  777-783    Market    street,     First    floor   of   three-story    brick 
1st,  building.     Restaurant. 

4.56  a.  M.,     Cause  of  fire,  defective  chimney. 
Box  43.         Responded  to  by  Companies  Nos.  1  and  2. 
In  service  two  hours  and  fifteen  minutes. 
Covers  spread,  sixteen. 

Insurance  on  buildings,  $37,500.      Losses  paid,  $2,050. 
Insurance  on  contents,  $9,050.     Losses  paid,  $1,310.50. 
Losses  on  property  not  insured,  $10. 

Saturday,     No.  672  Clementina  street.     First  floor  of  two-story  frame  build- 

2nd,  ing.     Dwelling  in  rear. 

3.27  a.  M.,     Cause  of  fire,  spark  from  chimney. 
Box  184.       Responded  to  by  Company  No.  2. 
In  service  fifty  minutes. 
Insurance  on  buildings,  $600.     Losses  paid,  $50. 

Saturday,  Geary  and  Larkin  streets. 

2nd,  Cause  of  fire,  chimney  burning. 

7.45  P.  M.,  Responded  to  by  Company  No.  2. 

Box  137.  In  service  twenty  minutes. 

Monday,        S.  E.  corner  of  Stevenson  and  Second  streets.     Basement  floor  of 

4th,  five-story  brick  building.     Wholesale  drug  store. 

7.18  A.  M.,     Cause  of  fire,  carelessness  with  phosphorus. 
Box  38.        Responded  to  by  Company  No.  1. 

In  service  one  hour  and  thirty  minutes. 

Insurance  on  buildings,  $66,500.     Losses  paid,  $177. 

Losses  on  contents,  $50.     No  claim. 

Monday,        No.  924  Brannan  street.     First  floor  of  one-story  frame  building. 

4th;  Stable  in  rear. 

9.25  A.  M.,     Cause  of  fire,  pipe  smoking. 
Box  152.       Responded  to  by  Company  Not  2. 
In  service  fifty  minutes. 
Losses  on  property  not  insured,  $150. 


Wednesday,    No.  6  Lick  alley.     Second  floor  of  two-story  frame  building. 
6th,  Dwelling. 

2.5  P.  M.,       Cause  of  fire,  unknown. 
Box  261.        Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 
Losses  on  property  not  insured,  $400. 
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Wednesday,     Nos.  47-49  Everett  street.     First  floor  of  two-story  frame  build- 

6th,  ing.     Wood -and  coal  office. 

6.50  p.  M.,     Cause  of  fire,  explosion  of  coal  oil  stove. 
Box  61.        Responded  to  by  Company  No.  1. 
In  service  forty-five  minutes. 
Losses  on  property  not  insured,  $75. 

Thursday,       No.  15  Brannan  street.     First  floor  of  two-story  frame  building. 

7th,  Dwelling. 

2.35  A.  M.,    Cause  of  fire,  explosion  of  coal  oil  lamp. 
Box  9.         Responded  to  by  Company  No.  1. 
In  service  fifty-five  minutes. 

Insurance  on  buildings,  $400.     Losses  paid,  $35. 
Losses  on  property  not  insured,  $50. 

Saturday,,     No.  2227  Folsom  street.     First  floor  of  two-story  frame  building. 

9th,  Broom  factory. 

9.13  p.  M.,     Cause  of  fire,  gasoline  stove. 
Box  149.       Responded  to  by  the  Captain. 

In  service  one  hour  and  ten  minutes. 

Insurance  on  buildings,  $2,000.     Losses  paid,   $20. 

Insurance  on  contents.  $1,000.     Losses  paid  $21. 

Sunday,  Market  street.     Phelan  Block. 

10th,  Cause  of  fire,  chimney  burning. 

9.52  p.  M.,  Responded  to  by  Company  No.  1. 

Box  43.  In  service  twenty-five  minutes. 

Sunday,        Davis  and   Market    streets.     Second    floor    of  three-story   brick 

10th,  building.     Wholesale  groceries. 

9.1  P.  m..      Cause  of  fire,  carelessness  with  matches. 
Box  267.       Responded  to  by  Company  No.  1. 
In  service  two  hours. 
Covers  spread,  seventeen. 

Insurance  on  buildings,  $30,000.     Losses  paid,  $395. 
Insurance  on  contents,  $74,000.     Losses  paid,  $200. 


Saturday,      No.  217  Clara  street.     Second  floor  of  two-story  frame  building 
16th,  Dwelling. 

12.2  p.  M.,       Cause  of  fire,  explosion    of  gasoline  stove. 
Box  158.         Responded  to  by  Company  No.  1. 
In  service  two  hours. 
Covers  spread,  four. 

Insurance  on  buildings,  $3,500.     Losses  paid,  $506. 
Insurance  on  contents,  $1,000.     Losses  paid,  $511. 
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Sunday,         No.   1400  Ellis   street.     One-story    frame    building 

17th,  Cause  of  lire  carelessness  with  candle. 

1.03  A.  M.,     Responded  to  by  Company  No.  2. 
Box   173.       In  service  one  hour  and  fifteen  minutes. 

Insurance  on  contents,  $60.     Losses  paid,  $6. 

Losses  on  property  jiot  insured,  $10. 


Stable. 


Monday,        No.    12    Broadway    street.      Second    lloor    of    two-story     frame 

i8th,  building.     Saloon  and  lodging  house. 

2.26  a.  m.,    Cause  of  fire,  explosion  of  coal  oil  lamp. 
Box  13.        Responded  to  by  Company  No.  1. 
In  service  two  hours. 
Covers  spread,  one. 

Insurance  on  buildings,  $500.     Losses  paid,  $350. 
Insurance  on  contents,  $500.     Losses  paid,  $152. 

Monday,        No.   519  Post    street.       Second  floor    of  two-story  frame  build- 

iSth,  ing.     Dwelling. 

5.15  r.  m.,     Cause  of  fire,  gasoline  stove. 
Box  42.         Responded  to  by  Company  No.  1 . 
In  service  two  hours. 

Insurance  on  buildings,  $11,300.     Losses  paid,  $282. 
Insurance  on  contents,  $250.     Losses  paid,  $250. 
Losses  on  property  not  insured,  $1,075. 

Monday,        No.  17  Jenson  street.     Second    floor    of  two-story  frame    build- 
18th,  ing.     Dwelling. 

IO.55  p-  M->      Cause  of  fire,  explosion  of  coal  oil  lamp. 
Box  2.  Responded  to  by  Company  No.  1. 

In  service  fifty-five  minutes. 
Losses  on  property  not  insured,  $38. 

Tuesday,  Mission  and  First  streets.     Under  sidewalk- 

19th,  Cause  of  lire,  cigarettes. 

3.20  P.  m.,  Responded  to  by  Company  No.  1. 

Still.  In  service  fifteen  minutes. 


Saturday,       No.  128  Folsom    street.      Two-story  frame  building.     Dwelling 

23rd,  and  saloon. 

2.42  A.  M.,     Cause  of  lire,  incendiary. 
Box  36.         Responded  to  by  Company  No.  1. 
In  service,  forty  minutes. 

Insurance  on  buildings,  $700.     Losses,  $5.     No  claim. 
Insurance  on  contents,  $600. 
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Suunday,        No.  338  Fourth  street.    First  floor  of  three-story  frame  building. 

24th,  Dwelling  and  tailor  shop. 

7.12  A.  m..     Cause  of  fire,  unknown. 
Box  63.         Responded  to  by  Company  No.  1. 

In  service  hifty-rive  minutes. 

Covers  spread,  one. 

Insurance  on  buildings,  $5,500.     Losses  paid,  $175. 

Insurance  on  contents,  $1,000.     Losses  paid,  $750. 


Sunday,       Xo.    554    Tehama    street.     Roof    of  three-story  brick    building. 
24th.  Dwelling. 

4.45  P.  M.,     Cause  of  fire,  spark  from  chimney. 
Box  64.        Responded  to  by  Company  No.  1. 

In  service  fifty  minutes. 

Covers  spread,  one. 

Insurance  on  buildings,  $1,500.      Losses  paid,  $85. 


Sunday,         No.  136  Fourth  street.      First  floor  oC  three-story  frame  building. 

24th,  Furniture  store. 

8.10  P.  M.,     Cause  of  tire,  defective  stove  pipe  from  adjoining  building. 
Box  62.         Responded  to  by  Company  No.  1. 

In  service  one  hours  and  forty  minutes. 

Covers  spread,  nine. 

Insurance  on  buildings,  $1,700.     Losses  paid,  $97. 

Insurance  on  contents,  $8,000.     Losses  paid, 


Monday,       No.  114S  Folsom  street.       First  floor  of  one-story  frame    build- 
25th,  ing.     Junk  shop  in  rear. 

12.55  A.  M.,  Cause  of  fiie,  supposed  incendiary. 
Box  73.        Responded  to  by  Company  No.  2. 

In  service  two  hours. 

Covers  spread,  seven. 

Insurance  on  buildings,  $8,900.     Losses  paid,  $2,575. 
.  Insurance  on  contents,  $1,400.     Losses  paid,  $310. 

Losses  on  property  not  insured,  $325. 

Monday,        No.  219  O'Farrell  stree..     One-story  frame    building.       Chinese 
25th,  wash  house. 

2.27  A.  M.,     Cause  of  fire,  defective  coal  oil  lamp. 
Box  43.         Responded  to  by  Company  No.  1. 

In  service  one  hour  and  ten    minutes. 

Insurance  on  buildings,  $5,300.     Losses  peid,  $563. 

Losses  on  property  not  insured,  $150. 
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Monday,        No.  1403  Ellis  street.     First  floor   of  two-story  frame     building. 

25th,  Stable. 

4.07  p.  M.,    Cause  of  fire,  spark  from  plumber's  stove. 
Box  341       Responded  to  by  Company  No.  2. 

Tn  service  one  hour  and  ten  minutes. 
Losses  on  property  not  insured,  $125. 

Wednesday,     No.  11  Eddy  street.     Third  floor   of   three-story  frame  building. 

27th,  Lodging  house. 

2.50  A.  M.,     Cause  of  fire,  cigarette  smoking. 
Box  47.      Responded  to  by  Company  No.  I. 

In  service  one  hour  and  twenty  minutes. 

Covers  spread,  one. 

Insurance  on  buildings,  $3,000.      Losses  paid,  $246. 

Insurance  on  contents,  $2,250.     Losses  paid,  $127. 

Wednesday,     Ross  Alley.     Third  floor  of  three-story  brick,  building.    Cninese 

27th,  Lodgings. 

4.56  A.  M.,     Cause  of  fire,  unknown. 
Box  25.        Responded  to  by  company  No.  1. 

In  service  one  hour  and  forty  minutes. 

Covers  spread,  seven. 

Insurance  on  buildings,  $10,000.     Losses  paid,  $470. 

Losses  on  property  not  insured,  $300. 

Saturday,       S.  W.  corner   of  Davis  and  Broadway.     First  floor  of  two-story 
30th,  frame  building.     Saloon. 

12.36  A.  M.,     Cause  of  fire,  unknown. 
Box  13.         Responded  to  by  Company  No.  1. 

In  service  two  hours  and  thirty  minutes. 
Insurance  on  buildings,  $800.     Losses  paid,   $170. 
Insurance  on  contents,  $4,250.     Losses  paid,   $192. 

Sunday,        False  alarm. 
31st,  Responded  to  by  the  Captain. 

10.55  P.  M.     In  service  fifty  minutes. 


Box  274. 


JUNE. 


Monday,        No.  13  Kearny  street.     First  floor  of  three-story  brick  building. 

1st,  Tailor  shop. 

5.40  P.  M.,     Cause  of  fire,  defective  electric  wires. 
Still.  Responded  to  by  Company  No.  1 . 

In  service  twenty-five  minutes. 
Insurance  on  contents,  $S,ooo. 
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Wednesday,    No.  417  Mission  street.     Second  floor  of  two-story  frame  building. 

3d,  Wood  turning. 

5.40  P.  M.,     Cause  of  fire,  spontaneous  combustion. 
Box  261.       Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 
Losses  on  contents,  $5.     No  claim. 

Saturday,       No.  302  Lily  avenue.       First   floor  of  two-story  frame  building. 

6th,  Dwelling. 

9.59  P.  M.,     Cause  of  fire,  explosion  of  coal  oil  lamp. 
Box  83.        Responded  to  by  Company  No.  2. 

In  service  one  hour  and  ten  minutes. 

Insurance  on  contents,  $1,000.     Losses  paid,    $395. 

Sunday,        N.  E.  corner  of  Laguna  and  McAllister  streets.     Third  floor  of 

7th,  three-story  frame  building.     Dwelling. 

4  P.  M.,       Cause  of  fire,  carelessness  with  matches. 
Box  342.       Responded  to  by  Company  No.  2. 
In  service  one  hour. 

Insurance  on  buildings,  $3,000.     Losses  paid,  $23. 
Insurance  on  contents,  $1,000.     Losses  paid,  $246. 

Sunday,        No.  929  Larkin  street.      Second  floor  of  two-story  frame  build- 
7th,  ing.     Dwelling. 

-7.40  P.  m.,     Cause  of  fire  upsetting  of  coal  oil  stove. 
Box  137.      Responded  to  by  Company  No.  2. 
In  service  one  hour  and  ten  minutes. 
Insurance  on  buildings,  $2,500.     Losses  paid,  $45. 
Insurance  on  contents,  $500.     Losses  paid,  $45. 

Monday,        No.  559  Mission  street.     Roof  of  two-story  frame  building. 

8th,  Unoccupied  dwelling. 

9.40  A.  m.,     Cause  of  fire,  spark  from  smoke  stack. 
Still.  Responded  to  by  Company  No.  1. 

In  service  fifty  minutes. 
Insurance  on  buildings,  $500.     Losses  paid,  $25. 

Monday,       No.  407  Oak  street.    One-story  frame  building.    Dwelling  in  rear. 

8th,  Cause  of  fire,  spark  from  chimney. 

2.40  P.  M.,    Responded  to  by  Company  No.  2. 
Box  83.         In  service  one  hour  and  ten  minutes. 
Losses  on  property  not  insured,    $25. 

Tuesday.        No.  233    Fell    street.     Three-story   frame    building.     Dwelling, 
9th,  unoccupied. 

12.35  P.  M.,     Cause  of  fire,  hot  ashes. 

Box  81.       Responded  to  by  Company  No.  2. 
In  service  fifty  minutes. 
Losses  $50.     No  claim. 
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Tuesday,        No.  1910  Market  street.      l'"irst  floor  of  one-story  frame  building.. 

9th,  Restaurant. 

12.55  A-  M-i    Cause  of  fire,  carelessness  with  cigarettes. 
Box  84.         Responded  to  by  Company  No.  2. 

In  service  one  hour  and  five  minutes. 
Insurance  on  contents,  $500. 
Losses  on  property  not  insured,  $5. 

Tuesday,       Foot  of  Larkin  street.     One-story  frame  building.     Dwelling. 

9th,  Cause  of  fire,   incendiary,  by  boys. 

8.52  p.  m.,     Responded  to  by  the  Captain. 
Box  124.       In  service  one  hour. 

Losses  on  property  not  insured,  $50. 

Wednesday,    No.  821  Folsom  street.     One-story  frame  building.     Wood  shed 

10th,  in  rear. 

5.45  P.  M.,     Cause  of  fire,  children  with  matches. 
Box  157.       Responded  to  by  Company  No.  1. 
In  service  twenty-five  minutes. 

Insurance  on  buildings,  $2,000.     Losses  paid,  $12.50. 
Losses  on  property  not  insured,  $10. 

Wednesday,    San    Bruno   road.      Two-story   frame    building.     Pork     packing 

ioth,  house. 

8.36  p.  m.,     Cause  of  fire,  unknown. 
Box  281.       Responded  to  by  the  Captain. 
In  service  two  hours. 

Insurance  on  buildings,  $4,000.     Losses  paid,  $4,000. 
Insurance  on  contents,  $25,500.     Losses  paid,  $24,216.80. 
Losses  on  property  not  insured,  $5,850. 

Friday,         Guy  place.     Roof  of  one-story  frame  building.     Stable. 
12th,  Cause  of  fire,  sparks  from  chimney. 

2.8  p.  m.,      Responded  to  by  Company  No.  1. 
Box  58.         In  service  fifty  minutes. 

Insurance  on  buildings,  $2,000.     Losses  paid,  $170. 

Friday,         N.  E.  corner  of  California  street  and  Central  avenue.     One-story 
12th,  frame  building.     Restaurant. 

2.55  p.  m.,     Cause  of  fire,  explosion  of  gasoline  stove. 
Box  325.       Responded  to  by  the  Captain. 
In  service  twenty-five  minutes. 

Insurance  on  buildings,  $10,000.     Losses  paid,  $345. 
Insurance  on  contents,  $4,200.     Losses  paid,  $100. 
Losses  on  property  not  insured,  $250. 
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Friday,  Hank  street,    near  Courtland   avenue.     First    floor    of  two-story 
1 2th,  frame  building.     .Stable. 

3.26  i>.  M.,  Cause  of  fire,  children  with  matches. 
Box  284.  Responded  to  by  the  Captain. 

In  service  one  hour  and  twenty  minutes. 
Insurance  on  buildings,  $120.     Losses  paid,  $120. 
Losses  on  property  not  insured,    $630. 

Friday,         Shotwell  street,  near  Twenty-fourth  street.     Roof  of  three-story 
1 2th,  frame  building.     Schoolhouse. 

4.19  P.  M.,     Cause  of  fire,  tin-roofer's  stove. 
Box  145.       Responded  to  by  the  Captain. 
In  service  fifty  minutes. 
Losses  on  property  not  insured,   $50. 

Friday,         Oregon  and  Drumm  streets.     Coal  yard. 
12th,  Cause  of  fire,  cigarette  smoking. 

4.47  P.  M.,     Responded  to  by  Company  No.  1. 
Box  19.         In  service  thirty-five  minutes. 

Losses  on  property  not  insured,  $75. 

Friday,         Army  street,  between  Harrison  and  Folsom  streets.     Four-story 
I2th,  frame  building.      Tannery. 

6.47  P.  M.,    Cause  of  fire,  unknown. 

Box  2S5.       Responded  to  by  the  Captain. 

In  service  one  hour  and  ten  minutes. 
Insurance  on  buildings,  $2,400.     Losses  paid,  $2,400. 
Insurance  on  contents,  $9,600.     Losses  paid,  $9,600. 
Losses  on  property  not  insured,  $2,091. 

Saturday,       Nos.  705-715  Battery    street.       Second  floor  of  two-story  brick 
13th,  building.     Laundry. 

4.48  p.  m.,     Cause  of  fire,  unknown. 

Box  13.         Responded  to  by  Company  No.  1. 

In  service  one  hour  and  forty  minutes. 

Covers  spread,  twenty. 

Insurance  on  buildings,  $1,500.     Losses  paid,  $1,470. 

Insurance  on  contents,  $5,000.     Losses  paid,  $1,618. 

Losses  on  property  not  insured,  $145. 

Sunday,  No.  734  Jackson  street.      Three  story    brick  building.      Chinese 
14th,  tailor  shop. 

8.27  p.  M.,  Cause  of  fire,  explosion  of  coal  oil  lamp. 
Box-  293.  Responded  to  by  Company  No    1 . 

In  service  forty-five  minutes. 

Losses  on  property  not  insured,  $200. 
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Monday,  (     No.  1201  Hyde  street.     First   floor  of    three-story    frame  !>uil< 
15th,  ing.     Stationery  and  candy  store. 

11.30  r.  m.,    Cause  of  tire,  unknown. 

Still.  Responded  to  by  Company  No.  2. 

In  service  fifty  minutes. 

Insurance  on  buildings,  $3,000,     Losses  paid,  $253. 
Insurance  on  contents,  $600.     Losses  paid,  $465.75. 

Friday,         No.  870  Folsom  street.     One-story  frame   building.      Laundry. 

19th,  Cause  of  fire,  defective  furnace. 

7.38  p.  m.,    Responded  to  by  Company  No.  2. 
Box   158.      In  service  thirty  minutes. 

Losses  on  property  not  insured,  $5. 


Staurday,      No.  1614  Mission  street;     Two-story  frame  building. 

20th,  Cause  of  fire,  unknown. 

8.36  v.  m.,    Responded  to  by  Company  No.  2. 
Box  72.       In  service  one  hour  and  fifteen  minutes. 

Insurance  on  buildings,  1,000.     Losses  paid,  $90. 
Insurance  on  contents,  $1,500.     Losses  paid,  $125. 

Monday,  Norfolk  street. 

22d,  Cause  of  fire,  old  mattress  on  vacant  lot. 

4.24  P.  m.,  Responded  to  by  Company  No.  2. 

Box  79.  In  service  forty  minutes. 


Dwelling. 


Monday, 

22d, 

II.45  P-  M- 

Still. 


Monday, 
22d, 
II  .30  P.  M 
Box  153. 


No.  113  Minna  street.     First  floor  of  three-story  frame  building. 

Factory. 
Cause  of  fire,  hot  ashes  near  wood  work. 
Responded  to  by  Company  No.  1. 
In  service  twenty-five  minutes. 
Insurance  on  buildings,  $3,500.     Losses  paid,  $25. 

No.  1 1 51  Harrison   street.    First  floor  of  two-story    frame  build- 
ing.    Dwelling  and  saloon. 
Cause  of  fire,  explosion  of  coal  oil  lamp. 
Responded  to  by  Company  No.  2. 
In  service  one  hour  and  ten  minutes. 
Insurance  on  contents,  $400.     Losses  paid,  $110. 
Losses  on  property  not  insured,  $100. 


Tuesday, 
23d. 

6.I5  P.   M. 

Box  62. 


No.  48  Fourth  street.     First   floor  of  three-story  brick 

Lodging  house. 
Cause  of  fire,  explosion  of  gas. 
Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 
Losses,  $30.     No  claims. 


>uilding. 
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Wednesday, 
24th, 

I.I5  P.M., 

Box  85. 


S.  W.  corner  of  Laguna  and    Pell   streets.     Roof  of  three-story 

frame  building.     Dwelling. 
Cause  of  fire,  carelessness  with  plumber's  stove. 
Responded  to  by  Company  No.  2. 
In  service  one  hour  and  ten  minutes. 
Insurance  on  buildings,  $4,000.     Losses  paid,  $75. 
Insurance  on  contents,  $1,300.     Losses  paid,  $5. 


Wednesday,     No.  986  Folsom  street       One-story  frame  building.       Dwelling. 


24th, 

9.49  P.  M., 

f!ox  159. 


Thursday, 

25th, 

8.18  P.  M. 

Box  91. 


Friday, 
26th, 

9  A.   M  . , 

Box  19. 


Saturday, 
27th, 

5.28  P.    M., 

Box  24. 


Sunday, 
28th, 

2.29  A.   M. 

Box  341. 


Cause  of  fire,  upsetting  of  coal  oil  lamp. 
Responded  to  by  Company  No.  1. 
In  service,  one  hour  and  twenty  minutes. 
Insurance  on  buildings,  $1,600.     Losses  paid,  $134. 
Insurance  on  contents,  $900.     Losses  paid,  $500. 


No.  332  Turk    street.     First  floor   of  two-story  frame   building 

Dwelling. 
Cause  of  fire,  upsetting  coal  oil  lamp. 
Responded  to  by  Company  No.  2. 
In  service  forty  minutes. 

Insurance  on  buildings,  $1,000.     Losses  paid,  $10. 
Insurance  on  contents,  $750.     Losses  paid,  $170. 

Nos.    320-326    Drum   street.     Second    floor  of  two-story  frame 

building.      Laundry. 
Cause  of  fire,  defective  pipe  from  laundry  kettle. 
Responded  to  by  Company  No.  1. 
In  service  fifty-five  minutes. 
Losses  on  building,  $5.     No  claim. 
Insurance  on  contents,  $1,000.       Losses  paid,  $10. 
Losses  on  property  not  insured,  $5. 

No.    919    Sacramento    street.       First    floor    of   two-story    frame 

building.     Dwelling. 
Cause  of  fire,  carelessness  with  gasoline  stove. 
Responded  to  by  Company  No.  1. 
In  service  one  hour  and  fifteen  minutes. 
Insurance  on  buildings,  $1,400.     Losses  paid,  $70. 
Losses  on  property  not  insured,    $25. 

No.  8  Beidman  street.     Two-story  frame  building.     Dwelling. 

Cause  of  fire,  children  with  matches. 

Responded  toby  the  Captain. 

In  service  one  hour  and  thirty  minutes. 

Insurance  on  buildings,  $500.     Losses  paid,  $500. 

Insurance  on  contents,  $100.     Losses  paid,  $100. 

Losses  on  property  not  insured,  $1,013. 
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Sunday,        No.  1316  Scott  street.     Roof  of  one-story  frame  building. 
28th,  Stable. 

4  J*.  M.,        Cause  of  lire,  spark  from  Biedman  street  fire. 
Box  341.       Responded  to  by  the  Captain. 

In  service  one  hour  and  twenty  minutes. 

Losses  $20.     No  claim. 

Monday,        No.  3250  Mission  street.     First  floor  of  two-story  frame  huildine. 

29th,  Saloon. 

2.37  A.  M.,     Cause  of  fire,  incendiary. 
Box  284.      Responded  to  by  the  Captain. 
In  service  two  hours. 

Insurance  on  buildings,  $6,400.     Losses  paid,  $115. 
Insurance  on  contents,  $1,600.     Losses  paid,  $^25. 

Monday,       No.  119  Gennania  street.     First  floor  of  one-story  frame  building. 
29th,  Dwelling  and  Stable. 

12.41  P,  M.,     Cause  of  fire,  children  with  matches. 
Box  382.      Responded  to  by  the  Captain. 

In  service  one  hour  and  twenty  minutes. 
Insurance'  on  buildings,  $800.     Losses  paid,  $5. 

Monday,        No.  925   Franklin]  street.     One-story    frame   building.     Storage 

29th,  for  old  rubbish. 

2.39  p.  M.,     Cause  of  lire,  supposed  spontaneous  combustion. 
Box  94.        Responded  to  by  Company  No.  2. 
In  service  fifty  minutes, 
lixtinguishers   used,   two.     Held  in  check  until  arrival  of   Fire 

Department. 
Losses  on  property  not  insured,  $100. 

Monday,       S.  E.  corner  of  Baker  street  and  Sullivan  alley.     Third  floor  of 

29th,  three-story  brick  building.     Chinese  lodging  house. 

2.58  p.  M.,     Cause  of  fire,  supposed  explosion  of  coal  oil  lamp, 
3.08  p.  m.,     Responded  to  by  Company  No.  1  and  2. 
Box  293.       In  service  two  hours  and  thirty  minutes, 
and  Covers  spread,  seven. 

2d  Alarm.  Insurance  on  buildings,  $6,000.  Losses  paid,  $4,500. 
Insurance  on  contents,  $20,600.  Losses  paid,  $9,615. 
Losses  on  property  not  insured,  $3,000. 

Monday,       Spear  street,   between  Mission  and   Howard  streets.     One-story 

29th,  frame  building.     Wagon  works. 

8.3  P.  M.,       Cause  of  fire,  unknown. 
Box  39.        Responded  to  by  Company  No.  1. 

In  service  one  hour  and  twenty  minutes. 
Insurance  on  buildings,  $Soo.     Losses  paid,  $800. 
Insurance  on  contents,  $9,300.     Losses  paid,  $2,050. 
Losses  on  property  not  insured,  $2,350. 
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Tuesday,       Powell  street,  between  Washington  and  Jackson  streets.     Two- 

30th,  story  frame  building.     Church. 

2.47  P.  M.,     Cause  of  fire,  sparks  from  chimney. 
Box  24.        Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 
Insurance  on  buildings,  $5,000.     Losses  paid,  $20. 


JULY. 

Thursday,      No.  234    Fremont    street.      Two-story    Lame    building.       Iron 

2nd,  foundry. 

9.33  r.  M.,     Cause  of  fire,  sparks  in  wooden  moulds. 
Box  58.        Responded  to  by  Company  No.  1. 

In  service  one  hour  and  ten  minutes. 

Covers  spread,  seventeen. 

Insurance  on  buildings,  $1,600.      Losses  paid,    $350.74 

Insurance  on  contents,  $7,850.     Losses  paid,   $523. 

Losses  on  property  not  insured,  $210. 

Friday,         No.    838    Washington    street.     Third    floor   of  four-story  brick 
3rd,  building.      Dwelling. 

7.42  P.  m.,     Cause  of  fire,  explosion  of  coal  oil  lamp. 
Box  25.         Responded  to  by  Company  No.  I. 
In  service  twenty-five  minutes. 
Losses  on  property  not  insured,  $5. 

Friday,         Harrison  and  Thirteenth  streets.      First  floor  of  two-story  frame 
3rd,  building.      Dwelling  and  saloon. 

8.8  P.  M„      Cause  of  fire,  explosion  of  coal  oil  lamp. 
Box  13.         Responded  to  by  Company  No.  2. 
In  service  forty  minutes. 

Insurance  on  buildings,  $1,1  o.  Losses  paid,  $120. 
Losses  on  property  not  insured,  $25. 

Friday,         No.  1120  Stockton  street.     Basement   floor  of  three-story  frame 
3rd,  building.     Lodging  house. 

9  51  p.  m.,    Cause  uf  fire,  explosion  of  coal  oil  lamp. 
Box  293.       Responded  to  by  Company  No.  1. 
In  service   fifty  minutes. 
Covers  spread,  two. 

Insurance  on  buildings,  $3,000.  Losses  paid,  $235. 
Insurance  on  contents,  $250.  Losses  paid,  $176.50. 
Losses  on  pro]>erty  not  insured,   $100. 
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Friday,        No.  244  Townsend  street.     Old  lumber  yard. 
3rd,  Cause  of  fire,  fire  works. 

11.44  ''•  M->     Responded  to  by  Company  No.  1. 
Box  68.         In  service  forty-live  minutes. 

Insurance  on  contents,  $3,500.     Losses,  $50.      No  claim. 

Saturday,       No.  220  Rausch  street.      Roof  of  two-story  frame   building. 

4th,  Dwelling. 

1.2  P.  m.,      Cause  of  fire,  fire  works. 
Box  1S4.       Responded  to  by  Company  No.  2. 
In  service  twenty-five  minutes. 
Insurance  on  buildings,  $800.     Losses,  $5.     No  claim. 

Saturday,  Oak  street.     Grass  burning. 

4th,  Cause  of  fire,  fire  works. 

1.52  P.  M.,  Responded  to  by  Company  No.  2. 

Box  286.  In  service  forty  minutes. 

Saturday,      N  o.  27  Rausch  street.     Roof  of  two-story  frame  building. 

4th,  Dwelling.     ■ 

S.oi  p.  M.,     Cause  of  fire,  fire  works. 
Box  184.       Responded  to  by  Company  No.  2. 
In  service  thirty-live  minutes. 
Insurance  on  buildings,  $1,400.     Losses  paid,  $20. 

Saturday,  No.  2482  Market  street.     Three-story  frame  building.     Dwelling. 

4th,  Cause  of  fire,  fire  works. 

S.23  P.  M.,  Responded  to  by  Company  No.  2. 

Box  368.  In  service  fifty  minutes. 

Saturday,      No.  38  Waverly  place.     Roof  of  two-story  brick  building. 
4th,  Chinese  lodgings,  old  rubbish  on  roof. 

S.25  p.  m.,     Cause  of  fire,  fire  works. 
Box  25.         Responded  to  by  Company  No.  I. 
In  service  twenty-five  minutes. 

Saturday,      No.  1318  York  street.      One-story  frame  building.      Dwelling. 
4th,  Cause  of  fire,  defective  stove. 

9.10  P.  M.,     Responded  to  by  the  Captain. 
Box  285.       In  service  fifty  minutes. 

Insurance  on  buildings,  $1,000.     Losses  paid,    $175. 
Insurance  on  contents,  $500.      Losses  paid,  $34.85. 

Saturday,  Greenwich  street,  between  Scott  and  Devisadero  streets.    Roof  of 
4th,  two-story  frame  building.      Dwelling. 

9.28  p.  M.,  Cause  of  fire,  fire  works. 

Box  254.  Losses  on  property  not  insured,  $5- 
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Saturday,      No.  1717  Bush  street.     Roof  of  one-story  frame  building. 
4th,  Dwellings  and  church  destroyed. 

9.38  P.  M.,     Cause  of  fire,  fire  works. 
9.56  P.  M.,     Responded  to  by  Company  No.  2. 
10.3  P.  M.,      In  service  two  hours  and  ten  minutes. 
Box  176.       Covers  spread,  twenty. 

Insurance  on  buildings,  $142,100.     Losses  paid,  $26,593. 
Insurance  on  contents,  $66,172.     Losses  paid,  $28,404. 
Losses  on  property  not  insured,  $59,600. 
Total  loss,  $114,597. 

Saturday,      No.  554  Natoma  street.      Roof  of  four-story  frame  building. 
4th,  Dwelling. 

9.45  P.  M.,     Cause  of  fire,  fire  works. 

Still.  Responded  to  by  Company  No.  1. 

In  service  twenty  minutes. 
Insurance  on  buildings,  $2,500.     Losses  paid,  $25. 

Saturday,     No.  117  Perry  street.      Roof  of  two-story  frame  building. 
4th,  Dwelling. 

9.45  P.  M.,     Cause  of  fire,  fire  works. 
Box  69.         Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 

Insurance  on  buildings,  $2,700.     Losses  paid,  $105. 
Losses  on  property  not  insured,  $45. 

Saturday,      No.  961  Howard  street.     Roof  of  two-story  frame  building, 
4th,  Dwelling. 

9.45  p.  m.,     Cause  of  fire,  fire  works. 
Box  65.         Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 
Losses  on  property  not  insured,  $10. 


Saturday,      No.    1214   Jackson    street.     Roof   of  two-story  frame  building, 

4th,  Dwelling. 

10.5  P.  M.,      Cause  of  fire,  fire  works. 
Box  129.      Responded  to  by  Company  No.  .2 
In  service  forty  minutes. 
Losses  on  property  not  insured,  $10. 

Saturday,      No.  1604  Bush  street.     Roof  of  two-story  frame  building. 
4th,  Dwelling. 

10.22  P.  m.,     Cause  of  fire,  fire  works. 
Box  241.       Responded  to  by  Company  No.  2. 
In  service  forty-five  minutes. 
Covers  spread,  two. 

Insurance  on  buildings,  $2,400.     Losses  paid,  $680. 
Insurance  on  contents,  $i,6oo.     Losses  paid,  $175. 
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Saturday,      No.   1609    Larkin    street.      Roof   of    three-story  frame   building. 
4th,  Dwelling. 

10.30  P.  m.,     Cause  of  fire,  fire  works. 
Box  164.       Responded  to  by  Company  No.  2. 
In  service  forty-live  minutes. 
Insurance  on  buildings,  $6,000.     Lo.-ses  paid,  $11. 

Saturday,      S.  E.  coiner  of  Folsom  and  Twentieth  streets.     One-story  frame 
4th,  building.      Dwelling. 

1 1.6  P.  m.,      Cause  of  fire,  unknown. 
Box  147.       Responded  to  by  the  Captain. 
In  service  fifty  minutes. 

Insurance  on  contents,  $500.     Dosses  paid,  $250. 
Dosses  on  property  not  insured,  $100. 

Saturday,     No.  11    Bluxome  street.     Roof  of  two-story  frame  building. 
4th,  Warehouse. 

11.20  P.  M.,     Cause  of  fire,  fire  works. 
Box  68.         Responded  to  by  Company  No.  1. 
In  service  twenty-five  minutes. 
Dosses  $5.     No  claim. 

Saturday,     Nos.    1613-1615  Eddy    street.     Second  floor  of  two-story  frame 
4th,  building.     Dwelling  and  stable. 

11.52  p.  m.,    Cause  of  fire,  incendiary. 
Box  341.      Responded  to  by  Company  No.  2. 

In  service  one  hour  and  twenty  minutes. 

Insurance  on  buildings,  $2,000.      Dosses  paid,  $1,600. 

Insurance  on  contents,  $  1,20c.     Dosses  paid,  $126. 

Sunday,  Nos.  161 3-161 5  Eddy  street.     Dwelling  and  stable. 

5th,  Cause  of  fire,  incendiary,  see  last  box. 

12.2  A.  M.,  Responded  to  by  Company  No.  2. 
Box  341 . 

Sunday,        Nos.  5-7  Kent  street.     Two-story  frame  building.     Stable. 
5th,  Cause  of  fire,  fire  works. 

4.26  a.  m.,     Responded  to  by  Company  No.  1. 
Box  8.         In  service  fifty  minutes. 

Insurance  on  buildings,  $4,300.     Dosses  paid,  $458.75. 

Sunday,        No.  504    Pacific    street.       One-story    brick    building.      Chinese 
5th,  laundry. 

4.54  a.  m.,     Cause  of  fire,  carelessness  with  fire. 
Box  17.         Responded  to  by  Company  No.  1. 
In  service  twenty  minutes. 
Dosses  on  property  not  insured,  $5. 
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Sunday,        No.  1709  Sutter  street.     Roof  of  two-story  frame  building, 
5th,  Dwelling. 

11.34  A-  M-i     Cause  of  fire,  fire  works. 
Box  176.      Responded  to  by  Company  No.  2. 
In  service  twenty-five  minutes. 
Insurance  on  buildings,  $666.     Losses  paid,  $86. 
Insurance  on  contents,  $500.     Losses  paid,    $75. 

Sunday,        No.  1210  Clay  street.     Roof  of  two-story  frame  building. 
5th,  Dwelling. 

II. 57  a.  M.,    Cause  of  fire,  fire  works. 
Box  23.         Responded  to  by  Company  No.  1  . 
In  service  fifty  minutes. 

Insurance  on  buildings,  $1,600.     Losses  paid,    $95. 
Insurance  on  contents,  $800.     Losses  paid,  $25. 

Sunday,  Nos.  1613-1615  Eddy  street.     Two-story  frame  building. 
5th,  Dwelling  and  stable. 

12.2  A.  M.,  Cause  of  fire,  incendiary. 

Box  341.  Responded  to  by  Company  No.  2. 
2d  Alarm. 

Sunday,        No.  1210  Clay  street.     Roof  of  two-story  frame  building. 

5th,  Dwelling. 

3.53  P.  M.,     Cause  of  fire,  rekindling. 
Box  23.        Responded  to  by  Company  No.  1. 
In  service  thirty-five  minutes. 

Sunday,  Hyde  street. 

5th,  Cause  of  fire,  grass  burning. 

9.20  p.  M.,  Responded  to  by  the  Captain. 

Box  123.  In  service  forty  minutes. 


Monday,        No.  2  Antone  street.     First  floor  of  two-story  frame  building. 

6th,  Dwellings  and  lodgings. 

2.15  a.  M.,     Cause  of  fire,  unknown. 
Box  45.        Responded  to  by  Companies  Nos.  1  and  2. 
In  service  two  hours  and  twenty  minutes. 
Covers  spread,  fifteen. 

Insurance  on  buildings,  $70,700.     Losses  paid,  $10,270. 
Insurance  on  contents,  $24,650.     Losses  paid,  $2,216. 
Losses  on  property  not  insured,   $2,400. 

Monday,  False  alarm. 

6th,  Responded  to  by  Company  No.  2. 

2.20  A.  M.,  In  service  fifty  minutes. 
Box  146. 
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Monday,        No.  925  Jackson  street .     Throe-story  frame  building.      Dwelling. 

6th,  Cause  of  fire,  carelessness  with  candle. 

8. 31  p,  iM.,     Responded  to  by  Company  No.  1. 
Box  16.         In  service  forty-five  minutes. 

Insurance  on  buildings,  $2,000.     L.osses  paid,  $20. 
Losses  on  property  not  insured,    $10. 

Wednesday,  Laguna  and  Jackson  streets. 

8th,  Cause  of  fire,  grass  burning. 

11.55  A.  M.f  Responded  to  by  the  Captain. 

Box   312.  In  service  fifty  minutes. 

Saturday,       Gold  street,  near  Sansome  street.     Third  floor  of  three-story  brick 

nth,  building.     Shoddy  mill . 

10.28  A.  M.,    Cause  of  fire,  sparks  from  picker. 
Jiox  18.        Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 
Losses,  $10.     No  claim. 
Losses  on  property  not  insured,  $5. 

Sunday,        No.  141  Hancock  street.     Two-story  frame  building.     Dwelling. 
12th,  Cause  of  fire,   supposed  spark  from  chimney. 

4.9  P.  M.,       Responded  to  by  the  Captain. 
Box  273.        In  service  one  hour  and  ten  minutes. 

Insurance  on  buildings,  $1,000.     Losses  paid,  $10. 
Insurance  on  contents,  $1,000.     Losses  paid,  $25. 

Sunday,        S.  E.  corner  of  Fillmore  and    Eddy  streets.     First   floor  of  one 
12th,  story  frame  building.     Saloon. 

II.40  P.  M.,     Cause  of  fire,  incendiary. 
Box  174.       Responded  to  by  Company  No.  2. 

In  service  two  hours  and   ten  minutes. 

Covers  spread,  three. 

Insurance  on  buildings,  $1,700.     Losses  paid,  $680. 

Insurance  on  contents.  $600.     Losses  paid,  $120. 

Losses  on  property  not  insured,  $100. 

Monday,  Gough  and  Austin  streets.      Dwelling. 

13th,  Cause  of  fire,  chimney  burning. 

II.58  A.  M.,  Responded  to  by  Company  No.  2. 

Box  241.  In  service  thirty-live  minutes. 

Tuesday,        No.  5  Sheridan  street.      Basement  floor  of  two-story  frame  build- 

14th,  ing.     Cigar  factory. 

6.15  P.  M.,      Cause  of  fire,  supposed  carelessness  with  cigar. 
Box  185.       Responded  to  by  Company  No.  2. 
In  service  forty  minutes. 

Insurance  on  buildings,  $400.     Losses  paid,  $20. 
Insurance  on  contents,  $800.     Losses  paid,  $368. 
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Tuesday,  No.  120)2  Turk  street.     Dwelling. 

14th,  Cause  of  fire,  chimney  burning. 

6.23  P.  m.,  Responded  to  by  Company  No.  I. 

Box  93.  In  service  twenty-five  minutes. 

Wednesday,     No.    1002   Lombard    street.       First  floor  of    two-story  concrete 

15th,  building.     Dwelling. 

12.40  P.  M.,    Cause  of  fire,  unknown. 
Box  193.        Responded  to  by  the  Captain. 

In  service  one  hour  and  forty  minutes. 

Insurance  on  buildings,  $5,000.     Losses  paid,  $590. 

Insurance  on  contents,  $1,500.     Losses  paid,  $927. 

Wednesday,     N.  E.  corner  of  O'Farrell   and   Larkin  streets.     One-story  frame 

15th,  building.      Storage  for  groceries  in  rear. 

8.41  r.  M.,     Cause  of  fire,  supposed  carelessness  with  matches. 
Box  137.      Responded  to  by  Company  No.  2. 

In  service  one  hour  and  fifty  minutes. 

Covers  spread,  seven. 

Insurance  on  buildings,  $11,000.     Losses  paid,  $1,369. 

Insurance  on  contents,  $4,500.     Losses  paid,  $360. 

Losses  on  property  not  insured,  $50. 


Thursday,       No.  2315  Larkin  street.     Three-story  frame  building.     Dwelling. 

16th,  Cause  of  fire,  defective  stove  to  near  wood  shed. 

444  P.  M.,      Responded  to  by  Company  No.  2. 
Box  126.       In  service  two  hours  and  thirty  minutes. 
Covers  spread,  ten. 

Insurance  on  buildings,  $3,300.  Losses  paid,  $900. 
Insurance  on  contents,  $1,600.  Losses  paid,  $184. 
Losses  on  property  not  insured,   $150. 

Friday,         No.  519  Post  street.       One-story  frame  building.       Dwelling  and 

17th,  fancy  goods. 

1.20  a.  M.,     Cause  of  fire,   supposed  rats  and  matches. 
Box  371.       Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 
Covers  spread,  two. 

Insurance  on  contents,  $4.00.      Losses  paid,  $47. 
Losses  on  property  not  insured,    $50. 

Tuesday,        No.  1 131  York  street.     Two-story  frame  building.     Dwelling. 

2 1st,  Cause  of  fire,  children  with  matches. 

1 1.9  A.  m.,     Responded  to  by  the  Captain. 
Box  286.        In  service  fifty  minutes. 

Losses  on  property  not  insured,  $25. 
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Wednesday,    No.    220    Broadway.       Three-story   frame    building.       Lodging 

22d,  house. 

2.15  P.  M.,     Cause  of  (ire,  spark  from  adjoining  smoke-stack. 
F'.ox  13.         Responded  to  by  Company  No.  1. 
In  service  twenty-five  minutes. 

Saturday,       Fourteenth  and  Channel  streets.     Roof  of  two-story  frame  build- 

25th,  ing.      California  Fuse  Works. 

12.37  P.  M.,     Cause  of  fire,  linen  twine  to  near  steam  pipes. 
Box  365.      Responded  to  by  Company  No.  2. 

In  service  one  hour  and  forty  minutes. 

Covers  spread,  twenty-nine. 

Losses  on  property  not  insured,  $500. 


Sunday,       Nos.  310  Commercial  street.     Basement  floor  of  two-story  brick 

26th,  building.     Cooper  shop. 

3.4  A.  M.,     Cause  of  fire,  defective  boiler. 
Box  264.      Responded  to  by  Company  No    1. 

In  service  one  hour  and  twenty  minutes. 

Insurance  on  buildings,  $6,500.     Losses  paid,  $135. 

Insurance  on  contents,  $1,700.     Losses  paid, 


Wednesday,    No.  15  De  Boom  street.    Second  floor  of  two-story  frame  building. 

29th,  Dwelling. 

2.28  A.  M.,     Cause  of  fire,  unknown. 
Box  57.         Responded  to  by  Company  No.  1. 

In  service  one  hour  and  twenty  minutes. 

Covers  spread,  ten. 

Insurance  on  buildings,  $3,000.     Losses  paid,  $2,500. 

Insurance  on  contents,  $3,000.     Losses  paid,  $51 5 . 


Wednesday,  No.  272  Minna  street.     Dwelling. 

29th,  Cause  of  lire,  chimney  burning. 

5.55  P.  M.,  Responded  to  by  Company  No.  1. 

Box  62.  In  service  twenty-five  minutes. 


Wednesday,     No.  706   Vallejo  street.     First  floor  of  three -story  frame  build- 

29th,  inn.     Shoe  store. 

1 1. 10  P.  M.,    Cause  of  fire,  incendiary. 
Still.  Responded  to  by  the  Captain. 

In  service  twenty  minutes. 

Insurance  on  buildings,   $7,000.      Losses  paid,  $100. 
Insurance  on  contents,  $400.     Losses  paid,  $400. 
Losses  on  property  not  insured,   $100. 
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Thursday.      Stockton  street,    between  Francisco  and   Hay    streets.     Roof  of 

30th,  three-story  brick  and  frame  building.     Malt  house. 

S.29  a.  M.,     Cause  of  fire,  spark  from  smoke-stack. 
Box  194.        Responded  to  by  Company  No.  I. 

In  service  one  hour  and  twenty  minutes. 

Covers  spread,  three. 

Insurance  on  buildings,  $6,000.      Losses  paid,  $70. 

Insurance  on  contents,  $6,000.     Losses  paid,  $200. 

Friday,         S.  \V.   corner    of  Mission   and    Fremont    streets.     First    floor    of 
31st.  two-story  frame    building.      Planing  mill. 

2.47  a.  M.,     Cause  of  fire,  defective  boiler. 
Box  52.         Responded  to  by  Company  No.  1. 
In  service  twenty-five  minutes. 

Friday,  False  alarm. 

31st,  Responded  to  by  Company  No.  2. 

4.45  P.  M.  In  service  forty-five  minutes. 
Box  213. 

Friday,         No.  614  (ackson  street.     First  floor    of   three-story  brick  build- 
31st,  ing.      Dwelling. 

8.50  p.  M.,     Cause  of  fire,  explosion  of  coal  oil  lamp. 
Box  17.        Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 
Covers  spread,  one. 
Insurance  on  contents,  $600.     Losses  paid,  $85. 

AUGUST. 

Saturday,      S.  W.  corner  of  California  and  Devisadero  streets.    Second  floor 

1st,  of  three-story  brick  building.     Offices. 

4.35  a.  m.,    Cause  of  fire,  saw  dust  in  wooden  box  used  as  cuspidor. 
Box  31.      Responded  to  by  Company  No.  1. 
In  service  twenty-five  minutes. 

Extinguishers  used  two.     Extinguished  by  the  Patrol. 
Insurance  on  buildings,  $47,500.      Losses  paid,  $204. 

Saturday,      No.    10    St.   Charles   street.     Second   floor   of   two-story    frame 

1st,  building.     Dwelling  and  tomale  works. 

II  P.  M.,     Cause  of  fire,  carelessness  with  fire. 
Box  17.       Responded  to  by  Company  No.  1. 

In  service  fifty  minutes. 

Insurance  on  buildings,  $8,000.     Losses  paid,  $2,025. 

Losses  on  property  not  insured,  $50. 
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Monday,       No.  424  Fifth  street.     Three-story  frame  building.     Restaurant. 

3d,  Cause  of  fire,  hot  ashes  in  wooden  box. 

3.58  a.  M.,     Responded  to  by  Company  No.  1. 
Box  186.     In  service  forty  minutes. 

Insurance  on  buildings,  $2,000,      Losses  paid,  $5. 

Tuesday,      No.  843   Harrison  street.    Second  floor  two-story  frame  building. 
4th,  Wagon  works. 

7.51  P.  M.,     Cause  of  fire,  defective  forge. 
Box  63.         Responded  to  by  Company  No.  1. 

In  service  one  hour  and  thirty-iive  minutes. 

Covers  spread,  one. 

Insurance  on  buildings,  $2,000.     Losses  paid,  $220. 

Insurance  on  contents,  $3,000.     Losses  paid,  $1,912.50. 

Losses  on  property  not  insured,  $510. 

Thursday,     No.  282  Stevenson  street.     First  floor  of  one-story  frame    build- 

6th,  ing.     Chinese  opium  rooms. 

12.30  a.  M.,    Cause  of  fire,  unknown. 
Box  62.        Responded  to  by  Company  No.  1. 
In  service  two  hours. 
Covers  spread,  four. 

Insurance  on  buildings,  $12,100.      Losses  paid,  $310. 
Insurance  on  contents,  $5,425.      Losses  paid,  $394.75. 
Losses  on  property  not  insured,  $100. 

Thursday,      No.  13  Steuart  street.     Second  floor  of  two-story  frame   build  - 

6th,  ing.     Dwelling  and  saloon. 

I.25  P.  M.-,    Cause  of  fire,  defective  gas  pipe. 
Box  34.         Responded  to  by  Company  No.  1. 

In  service  one  hour  and  ten  minutes. 

Covers  spread,  seven. 

Insurance  on  buildings,  $4,200.     Losses  paid,  $320. 

Insurance  on  contents,  $1,300.     Losses  paid,  $81. 

Friday,  No.    906     Ellis    street.     Roof    of    three-story    frame     building. 

7th,  Dwelling. 

12.35  i\  M.,    Cause  of  fire,  spark  from  chimney. 
Still.  Responded  to  by  Company  No.  2. 

In  service  twenty-five  minutes. 

Extinguishers  used,  one.     Extinguished  by  the  Patrol. 
Insurance  on  buildings,  $5,000.      Losses  paid,  $14. 

Friday,         Third  street  between  Townsend   and    Hrannan  streets.      Roof  of 
7th,  two-story  frame  building.     Stable. 

5.23  P.  M.,     Cause  of  fire,  sparks  from  smoke  stack. 
Box  53.         Responded  to  by  Company  No.  1 
In  service  forty-five  minutes. 
Insurance  on  buildings  $1,850.     Losses  paid,  $10. 
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Saturday,  Folsom  street  wharf.     Storage. 

8th,  Cause  of  fire,  sparks  from  hoisting  engine. 

i.io  P.  M.,  Responded  to  by  Company  No.  i . 

Box  36.  In  service  twenty-five  minutes. 

Saturday,  False  alarm. 

8th,  Responded  toby  Company  No.  1. 

3.20  P.  M.,  In  service  twenty  minutes. 
Box  48. 

Saturday,      No.  341  Fourth  street.  One-story  frame  building.     Stable  in  rear. 

8th,  Cause  of  fire,  children  with  matches. 

3.45  P.  m.,    Responded  to  by  Company  No.  1. 
Box  63.        In  service  twenty-five  minutes. 

Losses  on  property  not  insured,  $10. 


Snnday,        No.  7  Water  street.      First    floor   of   three-story  frame    building 

9th,     ,  Dwelling. 

9.7  P.  M.,     Cause  of  fire,  carelessness  with  candle. 
Box  192.        Responded  to  by  Company  No.  1. 

In  service  one  hour  and  fifteen  minutes. 
Fosses  on  property  not  insured,  $225. 


Monday,  False  alarm. 

10th,  Responded  to  by  Company  No.  2. 

7.49  A.  M.,  In  service  twenty-five  minutes. 
Box  76. 

Tuesday,         No.  2009  Geary  street.    One-story  frame  building.    Restaurant. 
11th,  Cause  of  fire,  defective  stove. 

5.40  A.  M.,     Responded  to  by  the  Captain. 
Box  246.        In  service  one  hour  and  thirty  minutes. 

Insurance  on  buildings,  $3,000.  Losses  paid,  $50. 
Insurance  on  contents,  $1,500.  Losses  paid,  $460. 
Losses  on  property  not  insured,  $950. 


Tuesday,        Clara   avenue,  near  Corbelt  road.      Basement   floor    of  two-story 

nth,  frame  building.     Dwelling. 

10  P.  M.,       Cause  of  fire,  unknown. 
Box  367.       Responded  to  by  the  Captain. 

In  service  two  hours  and  ten  minutes. 

Insurance  on  buildings,  $2,800.     Losses  paid,  $600. 

Insurance  on  contents,  $1,500.     Losses  paid,  $145. 
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Wednesday,     Nos.   207  and    211   Stcuart  street.      One-Story    frame    building. 
1 2th,  Dessicated  cocoanut  works. 

1.25  A.  M.,     Cause  of  (Ire,  unknown. 
Box  36.         Responded  to  by  Company  No.  1. 
In  service  five  hours. 
Covers  spread,  four. 

Insurance  on  buildings,  $1,600.     Losses  paid,  $1,600. 
Insurance  on  contents,  $8,100.     Losses  paid,  $6,850. 
Losses  on  property  not  insured,    $350. 

Friday,  No.    2606     Sacramento     street.        Two-story    brick      building. 

14th,  Dwelling. 

7.41  p.  M.,    Cause  of  fire,  explosion  of  gas  meter. 
Box  216.       Responded  to  by  Company  No.  2. 
In  service  fifty  minutes. 
Insurance  on  buildings,  $1,750.      Losses  paid,  $5. 

Saturday,       No.    725   Green    street.      Four-story  frame  and   brick    building. 

15th,  Brewery. 

2.7  P.  M.,      Cause  of  fire,  spark  from  smoke  stack. 

Box  8.       Responded  to  by  Company  No.  1. 

In  service  forty  minutes. 

Losses,  $10.     No  claim. 

Saturday,     Fifth  street,  between  Bryant  and  Brannan  streets.     Roof  of  one- 
15th,  story  frame  building.     Engine  room. 

6.55  p.  m.,    Cause  of  fire,  spark  from  smoke  stack. 
Box  68.        Responded  to  by  Company  No.  1 . 
In  service  thirty-five  minutes. 
Losses,  $10.     No  claim. 


Saturday,       No.    719  Clay   street.     Three-story    brick   building.     Dwelling. 

15th,  Cause  of  fire,  explosion  of  coal  oil  lamp. 

7.35  p.  m.,      Responded  to  by  Company  No.  1. 
Box  21.       In  service,  forty  minutes. 

Insurance  on  buildings,  $6,000.     Losses  paid,  $125. 
Insurance  on  contents,  $300.      Losses  paid,  $70. 

Tuesday,        Clara   avenue,  near    Corbett   road.     Two-story   frame    building. 

18th,  Dwelling. 

2.18  a.  M.,    Cause  of  fire,  incendiary. 
Box  367.       Responded  to  by  the  Captain. 

In  service  one  hour  and  fifty  minutes. 

Insurance  on  buildings,  $4,200.      Losses  paid,  $2,330. 

Insurance  on  contents,  $2,855.     Losses  paid,  $1,385. 

Losses  on  property  not  insured,  $1,445. 
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Wednesday,     No.  546  Mission    street.     Second  floor  of   two-story  frame  build- 

19th,  ing.     Dwelling  and  saloon. 

12.10  a.m.,     Cause  of  fire,  unknown. 

Still.  Responded  to  by  Company  No.  1. 

In  service  twenty  minutes. 

Insurance  on  buildings,  $1,500.     Losses  paid,  $175. 
Insurance  on  contents,  $3,250.      Losses  paid,    $325. 

Friday,         Nos.  135-141;  Fremont  street.     Second  floor  of  three-story  frame 
21st,  building.     Machine  shop. 

4.28  P.M.,     Cause  of  fire,  carelessness  with  candle. 
Box  52.        Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 
Covers  spread,  nineteen. 
Insurance  on  contents,  $33,100.     Losses  paid,  $1,000. 

Saturday,       No.  135  Beale  street.     Rear.       First  floor  of  three-story  frame 

22d,  building.      Iron  foundry. 

8.10  I'.  M.,     Cause  of  fire,  spark  in  wooden  mould. 
Box  265.       Responded  to  by  Company  No.  1. 
In  service  twenty-five  minutes. 

Monday,        No.  808   Sacramento    street.     Three-story  brick  building, 

24th,  Dwelling. 

2.45  a.  m..     Cause  of  fire,    unknown. 
Box  294.        Responded  to  by  Company  No.  1. 

In  service  two  hours  and  ten  minutes. 

Covers  spread,  thirty-five, 

Insurance  on  buildings,  $2,500.      Losses   paid,  $650. 

Insurance  on  contents,  $43,600.     Losses  paid,  $2,787. 

Monday,       No.  408    Ciay    street.     Three-story    brick    building.       Wooden* 
24th,  ware  store. 

6.3  p.  m.,       Cause  of  fire,  unknown. 
Box  26.         Responded  to  by  Company  No.  1. 

In  service  one  hour  and  fifty  minutes. 

Covers  spread,  twenty-nine. 

Insurance  on  buildings,  $5,000.     Losses  paid,  $550. 

Insurance  on  contents,  $21,500.     Losses  paid,  $10,192.50. 


Tuesday,        Nos.  208-210  Mission  street.     One-story  frame  building, 

25th,  Cause  of  fire,  hot  ashes. 

3.17  A.  M.,      Responded  to  by  Company  No.  1. 
Box  265.        In  service  twenty  minutes. 

Losses  on  property  not  insured,  $50. 
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Tuesday,       Nos.    206-208   Battery  street.      First    floor  of   three-story  brick 

25th,  building.     Cigars  and  liquors. 

6.31  a.  M.,     Cause  of  fire,  unknown. 
Box  31.         Responded  to  by  Company  No.  1. 
In  service  one  hour. 

Insurance  on  buildings,  $15,000.     Losses  paid,$i,  080. 
Insurance  on  contents,  $42,000.     Losses  paid,  $9,242. 
Tuesday,        N.  E.  corner  Market  and  Taylor  streets.     Sixth  floor  of  seven- 

25th,  story  brick  building.     Dental  college. 

7  P.  m.,       Cause  of  fire,  carelessness  with  gas  stove. 
Box  95.      Responded  to  by  Company  No.  2. 
In  service  one  hour. 
Covers  spread,  one. 

Insurance  on  buildings,  $100,000.     Losses  paid,  $350. 
Insurance  on  contents,  $4,000.       Losses  paid,  $192.50. 
Wednesday,     N.  E.  corner  of  Stevenson  and  Second  streets.     Basement   floor 
26th,  of  three-story  briek  building.     Storage. 

6.4  p.  m.,       Cause  of  fire,  supposed  spark  from  smoke  stack. 
Box  261.       Responded  to  by  Company  No.  1. 

In  service  forty  minutes. 
Thursday,      No.  641  Second  street.     Second  floor  of  two-story  frame  build- 

27th,  ing.     Cooper  shop. 

2.31  a.  M.,     Cause  of  fire,  defective  furnace. 
2.39  a.  M.,     Responded  to  by  Company  No.  1. 
Still  and        In  service  three  hours. 
Box  59.        Covers  spread,  five. 

Insurance  on  buildings,  $7,000.     Losses  paid,  $1,220. 
Insurance  on  contents,  $66,450.     Losses  paid,  $6,804. 
Losses  on  property  not  insured,  $1,325. 
Thursday,       N.  W.  corner  of  California  and  Larkin  streets.     First    floor  of 

27th,  three-story  frame  building.     Saloon  and  grocery. 

10.57  P.  M.,     Cause  of  fire,  unknown. 
Box  138.       Responded  to  by  Company  No.  2. 

In  service  one  hour  and  ten  minutes. 
Insurance  on  buildings,  $10,000.     Losses  paid,   $47. 
Insurance  on  contents,  $1,500.     Losses  paid,   $292. 
.    Saturday,     No.  421  Brannan  street.     Second  floor  of  two-story  frame  build- 
29th,  ing,     Fruit  canning  works. 

6.48  p.  M.,     Cause  of  fire,  unknown. 
Box  68.        Responded  to  by  Company  No.  1. 

In  service  two  hours  and  twenty  minutes. 

Covers  spread,   fifteen. 

Insurance  on  buildings,  $28,000.     Losses  paid,  $785. 

Insurance  on  contents,  $98,500.     Losses  paid,  $31,836. 

Losses  on  property  not  insured,   $100. 
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Saturday,       Nos.    15-17   Leidesdorff  street.       Basement     of    two-story    brick 

29th,  building.     Restaurant  and  saloon. 

10.5  P.  M.,     Cause  of  fire,  rats  and  matches. 
Box  35.         Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 
Insurance  on  contents,  $1,500.      Losses  paid,  $100. 


Saturday,      Nos.  423-425    Kearny  street.      First   floor    of    three-story   brick 
29th,  building.     Japanese  goods. 

1 1. 15  P.  M.,     Cause  of  fire,  carelessness  with  matches. 
Box  12.         Responded  to  by  Company  No.  1. 
In  service  thirty-five  minutes. 
Insurance  on  contents,    $1,000.     Losses  paid,   $50. 


Monday,       No.  136  Twenty-sixth  street.     Two-story  frame  building. 
31st,  Dwelling. 

10.43  A.  M.,      Cause  of  fire,  boiling  over  of  kettle  offal. 
Box  236.       Responded  to  by  the  Captain. 
In  service  fifty-five   minutes. 
Losses,  $5.     No  claims. 


Monday,      No.   1005  Natoma  street.     First  floor   of  two-story  frame    build- 
31st.  ing.     Dwelling. 

5.4  P.  M.,       Cause  of  fire,  boiling  over  of  kettle  of  fat. 
Box  71,         Responded  to  by  Company  No.  1 . 
In  service  fifty  minutes. 
Losses  on  property  not  insured,  $35. 

Monday,        N.  W.  corner   of    Second    and  Japan  streets.     One-story  frame 

31st,  building.     Stable, 

6  p.  m.         Cause  of  fire,  spark  from  smoke  stack. 
Box  57.         Responded  to  by  Company  No.  t. 
In  service  forty  minutes. 

SEPTEMBER. 


Tuesday,      No.  623  Ellis  street.     Roof  of  two-story  frame  building.     Dwell- 
ist,  ing. 

3.30  P.  m.,     Cause  of  fire,  carelessness  with  plumber's  stove. 
Box  94.         Responded  to  by  Company  No.  2. 

In  service  one  hour  and  ten  minutes. 

Covers  spread,  one. 

Insurance  on  buildings,  $1,500.     Losses  paid,  $60. 
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Wednesday,     Nos.    I75S-I757    Polk    street.      First    floor    of   three-story  frame 

2nd,  building.      Brush  factory. 

2.55  p.  m.,     Cause  of  fire,  supposed  spark  from  stove  pipe  hole  in  chimney. 
Box  164.      Responded  to  by  Company  No.  2. 

In  service  three  hours  and  fifteen   minutes. 

Covers  spread,  eleven. 

Insurance  on  buildings,  $18,500.     Losses  paid,  $1,800. 

Insurance  on  contents,  $3,700.     Losses  paid,  $2,111. 

Losses  on  property  not  insured,  $150. 

Saturday,      No.  915  Minna  street.     Two-story  frame  building.      Dwelling. 
5th,  Cause  of  fire,  explosion  of  coal  oil  lamp. 

11. 15  A.  M.,    Responded  to  by  Company  No.  1. 
Box  71.         In  service  fifty  minutes. 

Insurance  on  buildings,  $500.     Losses  paid,  $150. 
Insurance  on  contents,  $750.      Losses  paid,  $279. 

Saturday,      No.  462   Clementina  street.     One-story  frame  building.     Dwell- 
5th,  ing. 

4.19  P.  M.,     Cause  of  fire,  children  with  matches. 
Box  158.      Responded  to  by  Company  No.  1, 
In  service  forty  minutes. 

Insurance  on  buildings,  $1,500.      Losses  paid,  $300. 
Insurance  on  contents,  $3,100.     Losses  paid,  $228.50. 

Tuesday,  Torrance  Place. 

8th,  Cause  of  fire,  chimney  burning. 

5.45  P.  M.,  Responded  to  by  Company  No.  1. 

Box  126.  In  service  forty-five  minutes. 

Tuesday,      No.  640  Jackson  street.      First  floor  of  three-story  brick  building. 
8th,  Restaurant. 

6.29  p.  M.,     Cause  of  fire,  unknown. 
Box  25.         Responded  to  by  Company  No.  1. 

In  service  one  hour  anil  ten  minutes. 

Covers  spread,  three. 

Insurance  on  buildings,  $4,000.      Losses  paid,  $334. 

Insurance  on  contents,  $2,000.     Losses  paid,  $25. 

Wednesday,     No.  129  Jackson  street.     Second  floor  of  two-story  frame  build- 

9th,  ing.     Lodging  house. 

2.17  P.  M.,     Cause  of  fire,  unknown. 
Box  19.         Responded  to  by  Company  No.  1. 

In  service  one  hour  and  forty  minutes. 

Covers  spread,  eighteen. 

Insurance  on  buildings,  $1,250.      Losses  paid,   $700. 

Insurance  on  contents,  $1,000.     Losses  paid,  $60. 

Losses  on  property  not  insured,  $1,550. 
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Friday,       No.  1621  Mission  street,  (rear).    Second  floor  of  two-story  frame 
nth.  building.     Stable. 

4.4  P.  M.,      Cause  of  fire,  spark  from  smoke  stack. 
Box  72.        Responded  to  by  Company  No.  2. 
In  service  forty  minutes. 

Sunday,       N.  W.  corner  of  Bryant  and  Fourth  streets.     Three-story  brick 
13th,  building.     Dry  rooms. 

4.26  A.  M.,     Cause  of  fire,  defective  dry  room. 
Box  63.        Responded  to  by  Company  No.  1. 

In  service  one  hour  and  ten  minutes. 

Covers  spread,  four. 

Losses  on  property  not  insured,  $200. 

Sunday,  False  alarm. 

13th,  Responded  to  by  Company  No.  1. 

8.39  A.  M.,  In  service  fifteen  minutes. 
Box  68. 

Sunday,       No.    836    Clay    street.      Three-story    brick    building.     Lodging 
13th,  house. 

10.44  A.  M..     Cause  of  fire,  spark  from  furnace. 
Box  294.      Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 
Losses,  $10.     No  claim. 

Monday,      Nos.  10-14  Commercial  street.     Two-story  brick  building. 
14th,  Printing  office. 

7.54  A.  M.,     Cause  of  fire,  cigarette  smoking.  • 
Box  27.         Responded  to  by  Company  No.  1 . 
In  service  twenty  minutes. 

Monday,      No.  102  Ellis  street.     Second  floor  of  four-story  frame  building. 

14th,  Lodging  house. 

9.1  A.  M.,      Cause  of  fire,  plumber's  gasoline  stove. 
Box  47.        Responded  to  by  Company  No.  2. 
In  service  forty-five  minutes. 
Insurance  on  buildings,  $20,000.     Losses  paid,  $12. 

Monday,      No.  1 124.  Folsom  street.     Three-story  brick  building.    Dwelling. 
14th,         Cause  of  fire,  children  with  matches. 
9.9  p.  M  ,      Responded  to  by  Company  No.  2. 
Box  184.       In  service  fifty  minutes. 

Insurance  on  buildings,  $1,666.     Losses  paid,  $10. 
Insurance  on  contents,  $600.     Losses  paid,  $62.50. 
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Monday,      No.  3406  Mission  street.     One-story  frame  building.     Saloon. 
14th,         Cause  of  fire,  explosion  of  coal  oil  lamp. 
9. II  P.  M.,     Responded  to  by  the  Captain. 
Box  284.       In  service  one  hour  and  fifteen  minutes. 

Insurance  on  buildings,  $850.     Losses  paid,    $850. 
Insurance  on  contents,  $450.     Losses  paid,   $386.75. 


Wednesday,     No.  1430  Mission  street.     Two-story  frame  building. 

16th,         Cause  of  fire,  explosion  of  coal  oil  lamp. 
1 1. 13  A.  M.,     Responded  to  by  Company  No.  2. 
Box  71.         In  service  filty  minutes. 

Insurance  on  contents,  $1,000.     Losses  paid,  $91.50. 


Dwelling. 


Wednesday,    Gough  and  Filbert  streets.     Roof  of  one-story    frame  building. 

16th,  Tannery. 

10.53  p.  m.,     Cause  of  fire,  spontaneous  combustion. 
Box  253.       Responded  to  by  the  Captain. 

In  service  one  hour  and  fifteen  minutes. 
Losses  on  property  not  insured,  $5. 

Thursday,      Nos.  113-119  Ellis  street.    Two-story  frame  building.    Dwelling. 

17th,         Cause  of  fire,  carelessness  with  cigarettes. 
2.54  A.  M.,     Responded  to  by  Company  No.  2. 
Box  47.         In  service  two  hours  and  twenty  minutes. 

Insurance  on  buildings,  $4,600.     Losses  paid,  $1,080. 
Insurance  on  contents,  $3,000.     Losses  paid,  $3,690. 

Thursday,      No.  1231   Market  street.     Three-story  frame  building.     Lodging 

17th,  house. 

7.40  A.  M.,     Cause  of  fire,  carelessness  with  gasoline  stove. 
Box  76.        Responded  to  by  Company  No.  2. 
In  service  forty  minutes. 
Losses,  $5.     No  claim. 

Thursday,  False  alarm. 

17th,  Responded  to  by  the  Captain. 

6.36  p.  M.,  In  service  fifty  minutes.. 
Box  237. 


Thursday,     S.  E.  corner  of  Mission  and  Fifth  streets.    Two-story  brick  build- 
17th,  ing.     Drug  store. 

11.45  P.  M.,     Cause  of  fire,  incendiary. 

Still.  Insurance  on  buildings,  $1,500.     Losses  paid,   $50. 

Insurance  on  contents.  $2,750.     Losses  paid,  $1,150. 
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Friday,       Nos.  206-210  Commercial  street.     One-story  brick  building. 
1 8th,  Smoke-house. 

4.55  A.  M.,     Cause  of  fire,  defective  smoke  house. 
Box  32.        Responded  to  by  Company  No.  1. 
In  service  twenty-five  minutes. 
Losses  on  buildings,  $50. 
Losses  on  contents,  $500. 


Saturday,     No.  26  Geary  street.    Two-story  brick  building.     Dwelling. 
19th,         Cause  of  fire,  paper  too  near  stove. 
2  30  P,  M.,     Responded  to  by  Company  No.  1. 
Box  48.         In  service  fifty  minutes. 

Losses  on  buildings,  $2.50.     No  claim. 

Insurance  on  contents,  $1,500.     Losses  paid,  $22.50. 


Sunday,       No.  7  Verona  street.     Two-story  frame  building.     Dwelling. 
20th,  Cause  of  fire,  hot  ashes. 

7.30  A.  M.,     Responded  to  by  Company  No.  1. 
Still.  In  service  forty  minutes. 

Insurance  on  buildings.  $1,500.     Losses  paid,  $20. 


Monday,        No.  728  Golden  Gate  avenue    Two-story  frame  building.     Stable. 

2 1st,         Cause  of  fire,  carelessness  with  candle. 
II. 14  P.  M  ,     Responded  to  by  Company  No.  2. 
Box  92.         It!  service  fifty  minutes. 

Insurance  on  buildings,  $300.     Losses  paid,  $90. 
Losses  on  property  not  insured,  $150. 

Thursday,     No.  1 124  Folsom  street.    Three-story  frame  building.    Dwelling. 
24th,  Cause  of  fire,  unknown. 

10.53  P.  M.,     Responded  to  by  Company  No.  2. 
Box  184.       In  service  forty  minutes. 

Insurance  on  buildings,  $1,666.     Losses  paid,  $10. 
Losses  on  contents,  $10.     No  claim. 


Friday,       N.  W.  corner  of  Twenty-eighth  and  Alabama  streets.    One-story 
25th,  frame  building.     Stable. 

12.16  a.  M.,    Cause  of  fire,  unknown. 
Box  236.      Responded  to  by  the  Captain. 

In  service  one  hour  and  thirty  minutes. 
Insurance  on  buildings,  $800.     Losses  paid,  $800. 
Losses  on  property  not  insured,  $550. 
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Friday, 
25th, 

S.20  P.  M., 

Box  48. 


Saturday, 

26th, 

7.43  P.  M., 

Box  293. 


Sunday, 

27th, 

3.52  p.  M., 

Box  52. 


No.    28    Geary   street.      Three-story    brick    building.     Lodging 

house. 
Cause  of  fire,  explosion  of  gasoline  stove. 
Responded  to  by  Company  No.  I, 
In  service  thirty  minutes. 

Insurance  on  buildings,  $6,200.     Losses  paid,  $234. 
Insurance  on  contents,  $1,500.     Losses  paid,  $450. 

No.  1 109  Stockton  street.     Three-story  brick  building.     Tailor 

shop. 
Cause  of  fire,  explosion  of  coal  oil  lamp. 
Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 

Insurance  on  buildings,   $2,000.     Losses  paid,  #22.50. 
Insurance  on  contents,  $700.     Losses  paid,  $365. 
Losses  on  property  not  insured,  $50. 

No.  21  Beale  street.     Basement  floor  of  two-story  frame  building. 

Storage. 
Cause  of  fire,  supposed  carelessness  with  cigar. 
Responded  to  by  Company  No.  1 . 
In  service  forty  minutes. 
Losses  on  property  not  insured,  $60. 


Sunday,       No.    1606    Dolores    street.      Two-story   frame    building. 
27th,  store. 

11. 17  P.  M.,     Cause  of  fire,  explosion  of  chemicals. 
Box  284.      Responded  to  by  the  Captain. 
In  service  two  hours. 

Insurance  on  buildings,  $3,300.  Losses  paid,  $3,000. 
Insurance  on  contents,  $1,900.  Losses  paid,  $1,600. 
Losses  on  property  not  insured,  $6,219. 


Drug 


OCTOBER. 

Thursday,    No.  1205  Octavia  street.     Two-story  frame  building.     Dwelling. 

ist,         Cause  of  fire,  upsetting  of  coal-oil  lamp. 
7.15  p.  M.,    Responded  to  by  Company  No.  2. 
Still.         In  service,  twenty  minutes. 

Insurance  on  buildings,  $8,000.     Losses  paid,  $7.50. 
Insurance  on  contents,  $1,000.     Losses  paid,  $70. 

Friday,       No.  912  Kearny  street.    One-story  frame  building.     Barbershop. 
2nd,  Cause  of  fire,  explosion  of  coal-oil  stove. 

1.32  P.  m.,     Responded  to  by  Company  No.  1. 
Box  17.      In  service  twenty-five  minutes. 

Losses  on  property  not  insured,  $2. 
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Friday,       S.  W.  cornerof  Stevenson  and  Second  streets.    First  floor  of  two- 
2nd,  story  frame  building.     Restaurant. 

2.3  P.  M.,     Cause  of  fire,  defective  range. 
Still.  Responded  to  by  Company  No.  1. 

In  service  fifty  minutes. 
Covers  spread,  three. 
Extinguishers  used,  two. 

Insurance  on  contents,  $1,600.     Losses  paid,  $13.50. 
Losses  on  property  not  insured,  $100. 

Friday,       No.  756  San  Jose  avenue.     Roof  of  one-story  frame  building. 
2nd,  Dwelling. 

5.29  P.  M.,     Cause  of  fire,  sparks  from  chimney. 
Box  284.      Responded  to  by  the  Captain. 

In  service  one  hour  and  twenty  minutes. 
Losses  on  property  not  insured,  $25. 

Friday,        Sansome  street,  between  Greenwich  and  Lombard  streets.    One- 
2nd,  story  frame  building.     Boiler  house. 

8.26  P.  M.,     Cause  of  fire,  sparks  from  smoke-stack. 
Box  4.       Responded  to  by  Company  No.  1. 
In  service  thirty-five  minutes. 
Losses  on  property  not  insured,  $125. 

Saturday,      S.  W.  corner  of   Main  and    Folsom    streets.      One-story    frame 

3rd,  building.     Wood  and  coal  yard. 

1.6  p.  M.,     Cause  of  fire,  sparks  from  smoke-stack. 
Box  36.       Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 

Insurance  on  contents,  $3,250.     Losses  paid,  $147.40. 
Losses  on  property  not  insured,   $200. 

Sunday,       No.  1405  Jones  street.     Two-story  frame  building.     Dwelling. 
4th,  Cause  of  fire,  unknown. 

1.53  P.  M.     Responded  to  by  Company  No.  2. 
Box  128.      In  service  four  hours  and  6  Minutes. 
Covers  spread,  nine. 

Insurance  on  buildings,   $1,200.     Losses  paid,  $2,330. 
Insurance  on  contents,  $100. 
Losses  on  property  not  insured,  $200. 

Sunday,       No.  519  Van  Ness  avenue.     First  floor  of  two-story  frame  build- 
4th,  ing.      Dwelling. 

4.13  P.  M.,     Cause  of  fire,  spontaneous  combustion. 
Box  92.      Responded  to  by  Company  No.  2. 
In  service  fifty  minutes. 

Insurance  on  buildings,  $4,000.     Losses  paid,  $180. 
Insurance  on  contents,  $6,ooc.     Losses  paid,  $100. 
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Sunday,      Castro  anil  Twenty-fourth  streets. 
4th,  Ciuse  of  fire,  burning  brush. 

6.45  p.  m.,   Responded  to  by  the  Captain. 
Box  278.     In  service  one  hour  and  ten  minutes. 

Monday,      No.  939  Folsom  street.     First  floor  of  three-story  frame  build- 

5th,  ing.      Second-hand  clothing  store. 

8.5  P.  m.,    Cause  of  fire,  carelessness  with  candle. 
Box  158.       Responded  to  by  Company  No.  1. 

In  service  twenty-five  minutes. 

Insurance  on  contents,  $300. 


Tuesday,  Jackson  street,  between  Stockton  and  Powell  streets. 

6th,  Cause  of  fire,  chimney  burning. 

6.1S  P.  M.,  Responded  to  by  Company  No.  I. 

Box   16.  In  service  twenty-five  minutes. 


Dwelling. 


Tuesday,      No.  747  Mission  street.     One  story  frame  building.      Paint  shop. 

8th,         Cause  of  fire,  supposed  defective  smoke  house. 
1. 15  A.  m.,   Responded  to  by  Companies  Nos.  1  and  2. 
1 .50  A.  M.,    In  service  four  hours  and  twenty  minutes. 
Box  62.      Covers  spread,  twenty. 

Insurance  on  buildings,  $16,800.     Losses  paid,  $6,581. 
Insurance  on  contents,  $18,400.     Losses  paid,  $13,603.75. 
Losses  on  property  not  insured,  $5,150. 


Sunday,      2\os.  512-518  Washington  street.    Second  floor  of  two-story  brick 
nth,  building.     Cigar  factory. 

1.3  A.  M.,     Cause  of  fire,  defective  dry-room. 
Box  18.       Responded  to  by  Company  No.  1. 
In  service  three  hours. 
Covers  spread,  forty-three. 

Insurance  on  buildings,  $21,500.     Losses  paid,  $880.75. 
Insurance  on  contents,  $19,250.     Losses  paid.  $2,238.40. 


Sunday,        No.  617  Van  Ness  avenue.    Two-story  frame  building.    Dwelling. 
Ilth,  Cause  of  fire,  tramps  smoking. 

5.15  A.  M.,     Responded  to  by  Company  No.  2. 
Still.         In  service  forty  minutes. 

Extinguishers  used,  one.      Extinguished  by  the  Patrol. 
Losses  on  property  not  insured,  $10. 


Sunday,  Beale  street  Wharf.      Unoccupied  ships. 

nth,  Cause  of  fire,  children  with  matches. 

5.12  P.  m.,  Responded  to  by  Company  No.  1.* 

Box  263.  In  service  twenty  minutes. 
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Sunday,        No.  8  Stevenson  street.     First  floor  of  four-story  brick  building, 
nth,  Brass  works. 

6.30  P.  M.,     Cause  of  fire,  sparks  from  furnace. 
Box  261.        Responded  to  by  Company  No.  1. 

In  service  twenty  minutes. 

Losses,  $5.     No  claim. 

Sunday,       Nos.    1114-1116    Kearny   street.      Three-story    frame    building. 

nth,  Dwelling. 

8.6  p.  M.,       Cause  of  fire,  upsetting  of  coal-oil  lamp. 
Box  17.         Responded  to  by  Company  No.  1. 

In  service  one  hour  and  fifteen  minutes. 

Covers  spread,  one. 

Insurance  on  buildings,  $1,000.     Losses  paid,  $375. 

Losses  on  property  not  insured,  $250. 


Monday, 

1 2th, 

12.27  p-  M-> 

Box  31. 


Nos.  424-426  Sacramento  street.     First  floor  of  three-story  brick 

building.     Spice  mill. 
Cause  of  fire,  over-heated  coffee  roaster. 
Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 
Covers  spread,  five. 

Insurance  on  buildings,  $4,000.     Losses  paid,  $50. 
Losses  on  contents,  $?.     No  claim. 


Tuesday.        No.  28  Hubbard  street.     Two-story  frame   building.     Dwelling. 

13th,  Cause  of  fire,  upsetting  kettle  of  asphaltum. 

9.10  A.  M.,     Responded  to  by  Company  No.  1. 
Box  54.        In  service  twenty  minutes. 

Insurance  on  buildings,  $1,000.     Losses  paid,  $176. 

Tuesday,        No.  428  Sixth  street.     First  floor  of  two-story   frame   building. 

13th,  Dwelling  and  tailor  shop. 

6.5  P.  M.,       Cause  of  fire,  upsetting  of  coal-oil  lamp. 
Box  154.      Responded  to  by  Company  No.  1. 

In  service  fifty  minutes. 

Insurance  on  buildings,  $1,500.     Losses  paid,  $50. 

Insurance  on  contents,  $535.     Losses  paid,  $300. 


Wednesday,    No.  907  Twenty-sixth  street.    One-story  frame  building.    Black- 
14th,  smith  shop. 

IIP.  M.,      Cause  of  fire,  defective  forge. 
Box  236.      Responded  to  by  the  Captain. 
In  service  fiftv-five  minutes. 
Losses  on  property  not  insured,  $25. 
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Friday.         No.  524  Eddy  street.     Second  floor  of  two-story  frame  building. 
16th,  Dwelling. 

4.30  p.  M.,     Cause  of  fire,  supposed  pipe  smoking. 
Still.  Responded  to  by  Company  No.  2. 

In  service  thirty-eight  minutes. 
Insurance  on  contents,  $2,075.     Losses  paid,  $325. 
Losses  on  property  not  insured,  $20. 

Saturday,       No.  323   Broadway  street.     Basement    floor    of  two-story  frame 

17th,  building.      Bakery. 

4.56  P.  M.,     Cause  of  fire,  wood  in  oven. 
Box  351.      Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 
Losses  on  contents,  $5.     No  claim. 

Saturday,       Dupont    and    Pacific  streets.     Second  floor  of  three-story  brick 

17th,  building.     Lodgings. 

11.30  P.  M.,     Cause  of  fire,  explosion  of  coal-oil  lamp. 
Box  17.        Responded  to  by  Company  No.  1. 

In  service  one  hour  and  ten  minutes. 

Covers  spread,  three. 

Insurance  on  buildings,  $3,636.     Losses  paid,  $80. 

Insurance  on  contents,  $4,500.      Losses  paid,  $218. 

Monday,       No.  47  Williamson  street.     One-story  frame  building.    Dwelling. 

19th,  Cause  of  fire,  defective  grate. 

1. 41  P.  M.,      Responded  to  by  the  Captain. 
Box  327.       In  service  two  hours  and  forty  minutes. 

Insurance  on  buildings,  $1,300.     Losses  paid,  $25. 

Insurance  on  contents,  $500.     Losses  paid,  $17. 

Monday,        No.  33  Capp  street.     One-story  frame  building.     Paint  shop. 
19th,  Cause  of  fire,  boiling  over  kettle  of  oil. 

1 1.7  A.  M.,     Responded  to  by  Company  No.  2. 
Box  148.       In  service  forty  minutes. 

Losses  on  property  not  insured,  $5. 


Tuesday,       No,  149  Dora  street       Second  floor  of  two-story  frame  building. 

20th,  Dwelling. 

7.55  P.  M.,     Cause  of  fire,  explosion  of  coal  oil  lamp. 
Box  152.        Responded  to  by  Company  No.  2. 

In  service  forty  minutes. 

Insurance  on  buildings,  $1,400.     Losses  paid,  $20. 

Insurance  on  contents,  $400.  '  Losses  paid,  $60. 
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Thursday,       No.    212S    Stockton   street.     Second    floor  of   two-story    frame 

22d,  building.     Dwelling. 

4.25  P.  M.,     Cause  of  fire,  explosion  of  coal  oil  stove. 
Box  194.        Responded  to  by  Company  No.  1. 
In  service  fifty  minutes. 
Losses  on  buildings,  $5.     No  claim. 
Losses  on  property  not  insured,  $10. 


Friday,  No.  715  Octavia  street.     Dwelling. 

23d,  Cause  of  fire,  chimney  burning. 

5.1 1  P.  M.j  Responded  to  by  Company  No.  2. 

Box  342.  In  service  forty  minutes. 


Friday,       Nos.  134-136  Main  street.     Saw  dust  in  yard. 
23d,  Cause  of  fire,  friction  in  machinery. 

II. 3  P.  M.,     Responded  to  by  Company  No.  1. 
Box  265.        In  service  twenty  minutes. 

Losses  on  property  not  insured,  $5. 


Saturday,       No.  630  Sacramento  street.     Basement  floor  of  three-story  bricl 
24th,  building.      Plumber's. 

10.10  P.  M.,     Cause  of  fire,  old  paper  and  hot  ashes  in  iron  barrel. 
Still.  Responded  to  by  Company  No.  1. 

In  service  forty  minutes. 


Snnday,        No.  909  Geary  street.     Second  floor  of  two-story  frame  building. 
25th,  Dwelling. 

I.30  A.  M.,     Cause  of  fire,  carelessness  with  candle. 
Box  137.      Responded  to  by  Company  No.  2. 

In  service  one  hour  and  ten  minutes. 
Extinguishers  used,  two.     Extinguished  by  the  Patrol. 
Insurance  on  buildings,  $1,300.     Losses  paid,  $50. 
Losses  on  property  not  insured,  $100. 


Monday,        No.  2010  O'Farrell  street.    One-story  frame  building.    Dwelling. 

26th,  Cause  of  fire,  explosion  of  coal  oil  lamp. 

1. 31  A.  M.,    Responded  to  by  Company  No.  2. 
Box  246.       In  service  forty  minutts. 

Insurance  on  buildings,  $2,500.     Losses  paid,  $1,075. 

Insurance  on  contents,  $500.     Losses  paid,  $485. 

Losses  on  property  not  insured,  $25. 
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Monday,       N.  W.  corner  of  Fillmore  and  O'Farrell  streets.     First    floor  of 

26th,  two-story  frame  building.      Grocery  and  saloon. 

2.8  A.  M.,      Cause  of  fire,  unknown. 
Box  245.       Responded  to  by  Company  No.  2. 

In  service  one  hour  and  twenty  minutes. 

Covers  spread,  eight. 

Insurance  on  buildings,  $6,800.     Losses  paid,    $3,435. 

Insurance  on  contents,  $3,025.     Losses  paid,  $2,164. 


Wednesday,    Nos.  25-27  Beale  street.     Second  floor  of   two-story  brick  build- 
28th,  ing.     Storage  and  Japanese  works. 

8.5  P.  M.,      Cause  of  fire,  defective  Japan  room. 
Box  267.       Responded  to  by  Company  No.  1. 
In  service  one  and  forty  minutes. 
Covers  spread,  thirty-one. 

Insurance  on  buildings,  $8,360.     Losses  paid,  $900. 
Insurance  on  contents,  $46,140.     Losres  paid,  $2,284. 


Friday,         No.  1121  Harrison  street.     First  floor  of  two-story  frame  build- 
30th,  ing.     Grocery  and  saloon. 

2.45  A.  M.,     Cause  of  fire,  unknown. 
Box  152.       Responded  to  by  Company  No.  2. 

In  service  one  hour  and  ten  minutes. 

Insurance  on  buildings,  $2,300.     Losses  paid,  $859. 

Insurance  on  contents.  $800.     Losses  paid,  $581. 


Friday,         No.  2627    Mission    street.     Roof  of  one-story   frame    building. 
30th,  Chinese  laundry. 

3.22  A.  M.,     Cause  of  fire,  defective  stove-pipe. 
Box  236.      Responded  to  by  the  Captain. 
In  service  forty  minutes. 
Losses  on  buildings,  $10.     No  claim. 


Friday,         Lombard  .street    between    Montgomery    and    Sansome    streets. 
30th,  One-story  frame  building.     Dwelling. 

6.30  P.  M.,     Cause  of  fire,  unknown. 

Box  4.         Responded  to  by  Company  No.  1. 

In  service  one  hour  and  ten  minutes. 
Insurance  on  buildings,  $2,000.     Losses  paid,   $2,000. 
Insurance  on  contents,  $200.     Losses  paid,  $200. 
Losses  on  property  not  insured,  $300. 
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Saturday,       No.  314  Sacramento  street.      Basement  floor  of  two-story  brick 
31st,  building.     Wine  store. 

12.10  A.  M.,    Cause  of  fire,  carelessness  with  candle. 
Still.  Responded  to  by  Company  No.  1. 

In  service  fifty  minutes. 

Extinguishers  used,  one.     Extinguished  by  the  Patrol. 
Losses  on  buildings,  $5. 
Losses  on  contents,  $50.     No  claim. 
Saturday,       False  alarm. 

31st,  Responded  to  by  Company  No.  2. 

2.45  P.  M.       In  service  forty  minutes. 
Box  96. 
Saturday,       Nos.  13-20  Railroad  avenue.      Second   floor  of  two-story  frame 

31st,  building.     Dwelling. 

8.30  P.  M.,     Cause  of  fire,  unknown. 

Still.  Responded  to  by  the  Captain. 

In  service  two  hours. 

Insurance  on  buildings,  $10,000.     Losses  paid,  $1,360. 
Insurance  on  contents,  $4,000.     Losses  paid,  $1,076. 
Losses  on  property  not  insured,  $500. 

NOVEMBER. 

Friday,         S.  E.  corner  of  Grant  avenue  and  Geary  street.      Fourth  floor  of 
6th,  five-story  brick  building.     Kitchen  room. 

12.45  A<  M>    Cause  of  fire,  over-heated  stove. 
Box  48.         Responded  to  by  Company  No.  I. 
In  service  forty- five  minutes. 

Insurance  on  buildings,  $160, coo.     Losses  paid,  $241. 
Insurance  on  contents,  $4,000.     Losses  paid,  $75.60. 

Saturday,       Tovvnsend    and    Seventh    streets.       One-story    frame    building. 

7th,  Southern  Pacific  Company's  glass  works. 

5.42  P.  M.,      Cause  of  fire,  supposed  spark  from  passing  locomotive. 
Box  182.         Responded  to  by  Company  No.  2. 

In  service  forty-five  minutes. 

Insurance  on  buildings,  $600.     Losses,  paid,  $600. 

Insurance  on  contents,  $7,000.     Losses  paid,   $4,200. 

Losses  on  property  not  insured,  $247. 
Monday,       San  Bruno  road  and  Thirtieth  avenue.     First   floor  of  two-story 

9th,  frame  building.      Milk  ranch. 

8.40  P.  M.,     Cause  of  fire,  unknown. 
Box  284.       Responded  to  by  the  Captain. 

In  service  three  hours. 

Insurance  on  buildings,  $1,800.     Losses  paid,  $1,710. 

Insurance  on  contents,  $1,003.     Losses  paid,  $900. 

Losses  on  property  not  insured,   $2,000. 
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Tuesday,        No.  713  Hyde  street.     Roof  of    two-story  frame  building. 
ioth,  Dwelling. 

II. 37  A.  M.,     Cause  of  fire,  spark  from  chimney. 
Box  134.       Responded  to  by  Company  No.  2. 

In  service  one  hour  and  thirty  minutes. 

Covers  spread,  eight. 

Insurance  on  buildings,  $4,000.      Losses  paid,  $750. 

Insurance  on  contents,  $1,600.      Losses  paid,  $200. 

Tuesday,       Nos.  628-630  Green  street.      Roof  of  two-story  frame  buildings. 

10th,  Dwellings. 

4.46  P.  M.,      Cause  of  fire,  defective  patent  chimney. 
Box  8.  Responded  to  by  Company  No.  I. 

In  service  fifty  minutes. 
Covers  spread,  three. 

Insurance  on  buildings,  $3,000.     Losses  paid,  $325. 
Insurance  on  contents,  $3,300.      Losses  paid,  $7.60. 

Tuesday,        No.  146  Sixth    street.      First  floor  of  four-story  frame   building. 

ioth,  Millinery  store. 

9.55  P  M.,       Cause  of  fire,  unknown. 
Box  65.        Responded  to  by  Company  No.  1. 

In  service  two  hours  and  twenty  minutes. 

Covers  spread,  ten. 

Insurance  on  buildings,  $31,000.     Losses  paid,  $890. 

Insurance  on  contents,  $25,600.     Losses  paid,  $7,925. 

Losses  on  property  not  insured,  $2,700. 

Thursday,       No.  326  Hickory  avenue.     One-story  frame  building.     Dwelling. 

12th,  Cause  of  fire,  children  with  matches. 

4.4  P.  M.,       Responded  to  by  Company  No.  2. 
Box  83,         In  service  fifty  minutes. 

Insurance  on  buildings,  $1,000.     Losses  paid,   $35. 
Insurance  on  contents,   $800.     Losses  paid,   $341. 

Friday,         Nos.  14-16  Ellis  street.     First  floor  of  four-story  brick  building. 
13th,  Paint  shop. 

1 1. 1  a.m.,     Cause  of  fire,  boiling  over  of  glue  pot.     Needless  alarm. 
Box  98.        Responded  to  by  Company  No.  1 . 

In  service  forty  minutes. 
Friday,         Berry  street,  between  Third  and    Fourth  streets.     Second  floor 
13th,  of  two-story  frame  building.      Mill  work. 

9.6  P.  M.,       Cause  of  fire,  supposed  friction  of  machinery, 
Box  156.       Responded  to  by  Company  No.  1. 

In  service  one  hour  and  forty  minutes. 

Covers  spread,  ten. 

Insurance  on  buildings,  $3,000.     Losses  paid,  $690. 

Insurance  on  contents,  $4,900.     Losses  paid,  $1,235. 
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Saturday,       No.  3  Morton  street.     Two-story  frame  building.     Saloon. 

14th,  Cause  of  fire,  carelessness  with  cigarette. 

4  A.  M.,         Responded  to  by  Company  No.  1 . 
Box  48.         In  service  two  hours  and  twenty  minutes. 
Covers  spread,  one. 

Insurance  on  buildings,  $2,200.     Losses  paid,  $973. 
Insurance  on  contents,  $2,700.     Losses  paid,  $568.50. 

Saturday,       Nos.  243-251  Berry  street.     Two-story  frame  building.     Truckee 

14th,  Lumber  Company. 

6.4  A.  M.,       Cause  of  fire,  unknown. 
Box  156,        Responded  to  by  Company  No.  1. 

In  service  fifty  minutes. 

Insurance  on  buildings,  $6,200,     Losses  paid,  $650. 

Insurance  on  contents,  $10,699.     Losses  paid,  $2,400. 

Saturday,      No.  75  Brady  street,     Two-story  frame  building.     Stable  in  rear. 

14th,  Cause  of  fire,  children  with  matches. 

9.25  A.  M.,     Responded  to  by  Company  No.  2. 
Box  84,        In  service  one  hour  and  twenty  minutes. 

Insurance  on  buildings,  $750.     Losses  paid,  $480. 
Losses  on  property  not  insured,  $300. 

Sunday,        No.  41  Jessie   street.      First   floor  of   two-story  frame  building. 

15th,  Dwelling  and  saloon. 

6.28  P.  M.,     Cause  of  fire,  upsetting  of  coal  oil  lamp. 
Box  261.       Responded  to  by  Company  No.  1. 
In  service  twenty-five  minutes. 
Insurance  on  contents,  $1,000.     Losses  paid,  $6. 

Sunday,        Townsend  street  between  Fourth  and  Fifth  streets.       Outside  of 

15th,  one-story  frame  building.     Storehouse. 

6.54  P.  M.,     Cause  of  fire,  incendiary. 
Box  182,        Responded  to  by  Company  No.  I. 
In  service,  fifty  minutes. 
Losses  on  buildings,  $5.     No  claim. 

Monday,        Nos.  353-357  Tehama  street.      Third  floor  of  four-story  frame 

16th,  building.     Pacific  Cleaning  and  Dye  Works. 

3.57  P.  M.,    Cause  of  fire,  carelessness  with  benzine. 
4.3  P.  M.,     Responded  to  by  Company  Nos.  1  and  2. 
Box  157.       In  service  three  hours. 

Covers  spread,  ten. 

Insurance  on  buildings,  $18,736.     Losses  paid,  $9,257. 

Insurance  on  contents,  $23,920.     Losses  paid,  $20,695. 

Losses  on  property  not  insured,  $14,240. 

Total  loss,  $44,193. 
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Wednesday,     S.  W.  corner  of  Sacramento  and  Laurel  streets.    One-story  frame 

18th,  building.      Dwelling. 

3.22  A.  M.,     Cause  of  fire,  incendiary. 
Box  325.       Responded  to  by  the  Captain. 

In  service  one  hour  and  ten  minutes. 

Insurance  on  buildings,  $300.     Losses,  $50.     No  claim. 

Wednesday,     Powell   and    Bay  streets.     Yard   near  one-story  frame   building. 

18th,  Bath  house. 

12.58  P.  M.,     Cause  of  fire,  hot  ashes  on  planking  in  yard. 
Box  192.       Responded  to  by  Company  No.  1. 
In  service  thirty  minutes. 


Wednesday,     Fifth  and  Townsend  streets.     Car-load  of  hay. 

18th.  Cause  of  fire,  spark  from  locomotive. 

2.41  p.  M.,     Responded  to  by  Gompany  No.  1. 
Box  156.       In  service,  twenty  minutes. 

Losses  on  properly  not  insured,  $50. 


Wednesday,  Nos.  353-357  Tehama  street.     Rekindling  of  fire  of  Monday  16th. 

18th,  Responded  to  by  Company  No.  1. 

4.2  p.  M.,  In  service  twenty  minutes. 
Box  64. 

Friday,         Gold   street  near   Sansome    street.     Three-story  brick   building. 
20th,  Rag  mill. 

3.17  A.  M.,     Cause  of  fire,  spontaneous  combustion. 
Box  18.        Responded  to  by  Company  No.  1. 

In  service  two  hours  and  forty  minutes. 

Covers  spread,  thirty, 

Insurance  on  buildings,  $21,000.     Losses  paid,  $4,548. 

Insurance  on  contents,  $66,000.     Losses  paid,  $10,530. 

Losses  on  property  not  insured,  $11,000. 


Saturday,       No.    434   Golden    Gate   avenue.       Two-story    frame     building. 

21st,  Dwelling. 

6.39  p.  m.,     Cause  of  fire,  unknown. 
Box  91 .         Responded  to  by  Company  No.  2. 
In  service  fifty  minutes. 

Insurance  on  buildings,  $4,600.  Losses  paid,  $58. 
Insurance  on  contents,  $2,500.  Losses  paid,  $25. 
Losses  on  properly  not  insured,  $25. 
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Sunday,        No.  26  Potrero  avenue.     Two-story  frame  building.    Wood,  coal 
22d,  and  feed  store. 

1. 1 5  A.  M.,     Cause  of  fire,  unknown. 
Box  152.      Responded  to  by  Company  No.  2. 

In  service  one  hour  and  twenty  minutes. 

Covers  spread,  two. 

Insurance  on  buil  lings,  $1,500.      Losses  paid,  $1,500. 

Insurance  on  con'ents,  $1,000.     Losses  paid,  $525. 

Losses  on  property  not  insured,  $1,300. 

Sunday,  No.  941  Rush  street. 

22nd,  Cause  of  fire,  chimney  burning. 

5.4C  P.  M.,  Responded  to  by  Company  No.  2. 

Box  41.  In  servi  e  thirty-five  minutes. 

Monday,       Seventh  and  Channel  streets.     One-story  frame  building. 
23d,  Tannery. 

6.44  P.  M.,     Cause  of  fire,  unknown. 
Box  182.      Responded  to  by  Company  No.  1. 

In  service  one  hour  and  twenty  minutes. 

Insurance  on  contents,  $2,000.     Losses  paid,  $2,oco. 

Losses  on  property  not  insured,   $3,800. 

Tuesday,       Market  street  cable  car-house,  in  rear.       One-story  frame  build- 

24th,  ing.     Storage  for  ga>jline. 

3.34  P.  m.,      Cause  of  fire,  carelessness  with  gasoline. 
Box  84.        Responded  to  by  Company  No.  2. 
In  service  thirty»ave  minutes. 
Losses  on  property  not  insured,  $10. 

Wednesday,    No.  20  Verona  Place.     Two-story  frame  building.      Dwelling. 

25th,  Cause  of  fire,  defective  chimney. 

7.12  A.  M.,      Responded  to  by  Company  No.  1. 
Box  67.         In  service  one  hour  and  ten  minutes. 
Covers  spread,  sixteen. 

Insurance  on  buildings,  $3,000.     Losses  paid,   $1,800. 
Losses  on  property  not  insured,   $400. 


Thursday,       No.  252  Spear  street.      Second   floor  of  two-story  frame  build  - 

26th,  ing.     Lodging  house. 

1 .59  A.  M.,    Cause  of  fire,  explosion  of  coal  oil  lamp. 
Box  36.        Responded  to  by  Company  No.  1. 
In  service  forty-one  minutes. 
Covers  spread,  one. 

Insurance  on  contents,  $1,000.     Losses  paid,  $38. 
Losses  on  property  not  insured,  $10. 
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Thursday,       No.  636  Mission  street.      Two-story  brick  building.     Dwelling. 

26th,  Cause  of  fire,  explosion  of  coal  oil  lamp. 

6.15  p.  m.,     Responded  to  by  Company  No.  1. 

Still.  In  service  twenty  minutes. 

Insurance  on  contents,  $1,500.     Losses  paid,  $37.50. 

Saturday,       No.  1 917  Hyde  street.     Two-story  frame  building.     Dwelling. 
28th,  Cause  of  fire,  clothing  too  near  fire  in  store. 

12.30  p.  m.,     Responded  to  by  Company  No.  2. 
Box   1  23.       In  service  one  hour  and  ten  minutes. 
Losses  on  property  not  insured,  $5. 

Saturday,  No.  1530  Ellis  street.     Dwelling. 

28th,  Cause  of  fire,  chimney  burning. 

5.12  p.  m.,  Responded  to  by  Company  No.  ? . 

Box  173.  In  service  fifty  minutes. 


Sunday,        No.  1034  Market  stree':.     Two-story  frame  building.      Millinery 

29th,  store. 

1.5  A.  M.,       Cause  of  fire,  unknown. 
Box  47.         Responded  to  by  Company  No.  2 

In  service  one  hour  and  twenty  minutes. 

Covers  spread,  five. 

Insurance  on  buildings,  $1,500.     Losses  paid,  $300. 

Insurance  on  contents,  $4,000.     Losses  paid,  $1,326. 

Monday,        N.  E.  corner  of  Stockton  and  Sutter  streets.      Two-story  frame 

30th,  building.     Dwelling  and  office. 

1.7  A.  M.,      Cause  of  fire,  defective  chimuey. 
Box  49.         Responded  to  by  Company  No.  1. 

In  service  one  hour  and  forty  minutes. 

Covers  spread,  three. 

Insurance  on  buildings,  $2,500.     Losses  paid,  $400. 

Insurance  on  contents,  $3,000.     Looses  paid,   $51. 

Losses  on  property  not  insured,  $10. 


Monday,       S.  E.  corner    of  Sutter   and  Powell  streets.     First  floor    of  one* 

30th.  story  frame  building.     Fruit  store. 

4.15  A.  M.,     Cause  of  fire,  carelessness  with  cigar. 
Box  49.        Responded  to  by  Company  No    1 . 
In  service  forty  minutes. 

Insurance  on  buildings,  $500.     Losses  paid,  $41. 
Insurance  on  contents,  $500.     Losses  paid,  $85. 
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DECEMBER. 

Friday,       No.  2719  Folsom  street.     Three-story  frame   building.     DweH- 
4th,  ing. 

3.52  A.  M.,      Cause  of  fire,  hot  ashes  in  iron  barrel. 
I'ox  286.       Responded  to  by  the  Captain. 

In  service  one  hour  and  forty-five  minutes. 

Insurance  on  buildings,  $4,000.     Losses  paid,  $2,591. 

Insurance  on  contents,  $2,700.     Losses  paid,  $451. 

Friday,       No.  51 1  [ones  street.      Second  floor  of  two-story  frame  building. 
4th,  Dwelling. 

II.58  P.  M.,     Cause  of  fire,  children  with  matches. 
Box  45.         Responded  to  by  Company  No.  2. 
In  service  fifiy-five  minutes. 
Losses  on  buildings,  $5.     No  elaim. 
Insurance  on  contents,  $1,500.     Losses,  $5.     No  claim. 


Sunday,         No.  916  Howard  street.     Three-story  frame  building. 
6th,  hand  furniture. 

4.5  A.  M.,       Cause  of  fire,  defective  chimney. 
Box  64.        Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 

Insurance  on  buildings,  $4,000.     Losses  paid,   $150. 
Insurance  on  contents,  $1,750.     Losses  paid,  $657. 


Second 


Sunday,  New  City  Hall.      Basement   floor  of  three-story  brick   building. 
£  b  Office  in  basement. 

5.50  a.  M.,  Cause  of  fire,  cigarette  and  sawdust  in  wooden  box. 

6.9  A.  M.,  Responded  to  by  Company  No.  2. 

Still   and  In  service  one  hour  and  ten  minutes. 

Box  97.  Extinguishers  used,  two.      Extinguished  by  the  Patrol. 
Losses  on  property  not  insured,  $10,200. 


Sunday,         No.  309  Jessie  street.     Two-story  frame  building. 
6th,  Cause  of  fire,  defective  flue. 

3.14  P.  M.,      Responded  to  by  Company  No.  I. 
Box  62.         In  service  thirty-five  minutes. 

Losses  on  buildings,  $40.     No  claim. 


Dwellini 


Monday,        Nos.  40-42  Geary  street.      Three-story   frame    building.     Fancy 
7th,  Goods  store. 

4.10  A.  M.,     Cause,  electric  light  wire.     Needless  alarm. 
Box  48.         Responded  toby  Company  No.  1. 
In  service  twentv  minutes. 
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Tuesday,        No.  216  Sixth  street.      Two-story  frame  building.     Cloak  store. 

8th,  Cause  of  fire,  unknown. 

4.48  A.  M.,      Responded  to  by  Company  No.  2. 
Box  65.         In  service  one  hour  and  ten  minutes. 

Insurance  on  buildings,  $5,000.  Losses  paid,  $228. 
Insurance  on  contents,  $2,000.  Losses  paid,  $175. 
Losses  on  property  not  insured,  $10. 

Wednesday,     No.  316  Sutter  street.     Basement  floor    of  two  story  brick  build- 

9th,  ing.     Shoe  store. 

9.15  P.  M.,      Cause  of  fire,  hot  solder. 

Still.  Respond"  d  to  by  Company  No.  1. 

In  service  fifty  minutes. 

Insurance  on  buildings,  $1,500.      Losses,  $100. 
Insurance  on  contents,  $250.     Losses  paid,  $125. 


Thursday,       No.  1061  Market  street.     One-story  frame  building.       Saloon. 

10th  Cause  of  fire,  incendiary. 

1.27  A.  M.,     Responded  to  by  Company  No.  2. 
Box  75.         In  service  fifty-five  minutes. 

Insurance  on  contents,  $1,500.     Losses  paid,  $175. 
Losses  on  property  not  insured,  $50. 

Thursday,       No.  12  Valparaso  street.     Two-story  frame  building.     Dwelling. 

10th,  Cause  of  fire,  wooden  ash  barrel. 

1.29  A.  M.,     Responded  to  by  Company  No.  1. 
Box  8.  In  service  one  hour  and  twenty  minutes. 

Insurance  on  buildings,  $750.     Losses  paid,  $495. 
Insurance  on  contents,  $250.     Losses  paid,  $100. 
Losses  on  property  not  insured,  $25. 

Thursday,       No.  502  Ellis  street.      Fruit  store. 

10th,  Caus?  of  fire,  unknown. 

2.13  a.  M.,     Responded  to  by  Company  No.  2. 
Box  91.         In  service  one  hour  and  fifteen  minutes. 

Insurance  on  buildings,  $3,000.     Losses  paid,  $635. 
Insurance  on  contents,  $1,000.     Losses  paid,  $512. 

Thursday,       No.  765  Folsom  street.      Two-story  frame  building.      Dwelling. 

10th,  Cause  of  fire,  children  with  matches. 

12.44  p.  m.,     Responded  to  by  Company  No.  1. 

Still.  In  service  tiventy-five  minutes. 

Insurance  on  contents,  $1,000.     Losses  paid,  $50. 
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Friday,  No.  1 19  Richland  avenue.    One-story  frame  building.     Dwelling 

Ilth,  Cnuse  of  fire,  unknown. 

I.47  A.  M.,     Responded  to  by  the  Captain. 
Box  284.       In  service  two  hours  and  ten  minutes. 

Insurance  on  buildings,  $2,000.     Losses  paid,  $1,968. 
Insurance  on  contents,  $1,050.     Losses  paid,  $1,016.70. 
Losses  on  property  not  insured,  $575. 

Friday,  Nos.  27-29  Tenth  street.       Three-story  frame  building.       Clean. 

Ilth,  ing  and  dye  house 

1.30  P.  M.,     Cause  of  fire,  carelessness  with  benzine. 
Box  76.         Responded  to  by  Company  No.  2. 
In  service  three  hours. 
Covers  spread,  three. 

Insurance  on  buildings,  $8, 200.     Losses  paid,  $7,900. 
Insurance  on  contents,  $10,700.     Losses  paid,  $10,700. 
Losses  on  property  not  insured,   $39,821.94. 

Friday,         No.  513  Front  street,      Two-story  brick  building,      Pork  packing 
1  ith,  and  cold  storage. 

8.52  P.  M.,      Cause  of  fire,  unknown. 
Box  19.         Responded  to  by  Company  No.  1. 

In  service  two  hours  and  fifteen  minutes. 
Insurance  on  buildings,  $10,000.     Losses  paid,  $9,250 
Insurance  on   contents,    $28,000.     Losses  estimated  $22,000. 
Losses  on  property  not  insured,  $150. 

Monday,        Market  and  Sixth  streets.     First  floor  of    two-story  frame  build- 

14th,  ing.     Saloon. 

3.55  A.  M.,     Cause  of  fire,  carelessness  with  matches. 
Box  95.         Responded  to  by  Company  No.  2. 

In  service  one  hour  and  twenty  minutes. 

Covers  spread,  three. 

Insurance  on  contents,  $3,100.     Losses  paid,  $1,950. 

Losses  on  property  not  insured,  $310. 

Tuesday,        No.    310    Davis   street.       Two-story    frame    building.        Broom 

15th,  factory. 

4.33  P.  M.,    Cause  of  tire,  incendiary. 
Box  19.         Responded  to  by  Company  No.  1. 

In  service  fifty  minutes. 

Insurance  on  contents,  $1,500.     Losses,  $ic.     No  claim. 

Tuesday,        No.  226  Clara  street.     Two-story    frame    building.     Dwelling. 

15th,  Cause  of  fire,  children  with  matches. 

4o7  p.  M-,     Responded  to  by  Company  No.  1. 
Box  158.       In  service  forty-five  minutes. 

Insurance  on  buildings,  $1,500.     Losses  paid,   $25. 
Losses  on  property  not  insured,  $50. 
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Wednesday,     No.    1710   Baker   street.     One-story  frame    building.     Dwelling 

1 6th,  and   bakery. 

11.45  A.  M.,    Cause  of  fire,  carelessness  with  candle. 
Box  324.       Responded  to  by  the  Captain. 

In  service  one  hour  and  twenty  minutes. 
Insurance  on  buildings,  $1,000.     Losses  pafd,  $20. 
Insurance  on  contents,  $1,000.     Losses  paid,   $60. 

Thursday,       Nos.  707-709  Sansome  street.     Three-story  brick  building.     Spice 

17th,  mill. 

2.30  A.  M.,     Cause  of  fire,  sparks  from  furnace. 
Still.  Responded  to  by  Company  No.  1. 

In  service  forty  minutes. 
Losses,  $10.     No  claim. 

Thursday,       No.    223    Leidesdorff  street.     Second    floor   of  two-story    frame 

17th,  building.     Chinese  kitchen. 

11.26  p.  M.,    Cause  of  fire,  spark  from  Chinese  range. 
Box  27.         Responded  to  by  Company  No.  1 . 
In  service  fifty  minutes. 

Insurance  on  buildings,  $2,000.     Losses  paid,   $10. 
Insurance  on  contents,  $2,100.     Losses  paid,  $15. 

Saturday,  Gough  and  Filbert  streets.      Dwelling. 

19th,  Cause  of  fire,  needless  alarm,  wind  blew  down  building. 

9.35  a.  M.,  Responded  to  by  the  Captain. 

Box  253.  In  service  one  hour. 


Saturday,       No.  227  Main  street.      First  floor  of   two-story  frame    building 

19th,  Saloon. 

9.39  P.  M.,     Cause  of  fire,  incendiary. 
Box  51.       Responded  to  by  Company  No.  1. 

In  service  one  hour  and  fifteen  minutes. 

Covers  spread,  three. 

Insurance  on  bui  dings,  $2,000.     Losses  paid,  $292.50. 

Insurance  on  contents,  $5,825.     Losses  paid, 


Saturday,       No.  310  Market    street.      First    floor  of   three-story  brick  build- 

19th,  ing.     Stationery. 

1 1. 1  5  P.  M.,     Cause  of  fire,  carelessness  with  gas-light. 
Still.  Responded  to  by  Company  No.  1. 

In  service  twenty-five  minute?. 
Losses  on  buildings,  $5.     No  claim. 
Insurance  on  contents.  $1,000.     Losses  paid,  $10. 
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Sunday,         Nos.  34-36  Main  street.     Two-story    frame    building.     Iron  and 
20th,  tin  works. 

2.56  A.  M.,     Cause  of  fire,  unknown. 
Box  265.      Responded  to  by  Company  No.  1. 

In  service  one  hour  and   twenty  minutes. 

Covers  spread,    three. 

Insurance  on  buildings,  431,000.      Losses  paid,  $195. 

Insurance  on  contents,  $90,250.      Losses  paid,  $6,725. 

Losses  on  property  not  insured,  $i,coo. 

Sunday,        No.  621  Leavenworth  street.     Second  floor  of  three-story  frame 
20th,  building.     Dwelling. 

9.45  A.  M.,     Cause  of  fire,  defective  stove  pipe. 
Box  134.       Responded  toby  Company  No.  2. 

In  service  one  hour  and  fifteen  minutes. 

Insurance  on  buildings,  $30,  500.     Losses  paid,  $50. 

Monday,       No.    1103    Eighteenth    street.      First    floor    of   two-story    frame 

21st,  building.     Dwelling  and  shoe  shop. 

8.12  P.  M.,     Cause  of  fire,  explosion  of  coal  oil  lamp. 
Box  273.       Responded  to  by  the  Captain. 

In  service  one  hour  and  ten  minutes. 
Losses  on  property  not  insured,    $75. 

Tuesday,         Brewster  street,  between  Hope  and    Faith  streets.     Second  story 

22nd,  of  frame  building.     Dwelling. 

8.14  P.  M.,     Cause  of  fire,  unknown. 
Box  281.       Responded  to  by  the  Captain. 

In  service  two  hours  and  ten  minutes. 
Losses  on  property  not  insured,  £4,000. 

Wednesday,     No  no  Shipley  street.      First  fl'>or  of    two-story  frame  building. 

23rd,  Dwelling. 

11. 19  P.  M.,     Cause  of  fire,  explosion  of  coal-oil  lamp. 
Box  158.        Responded  to  by  Company  No.   1. 
In  service  twenty-five  minutes. 

Insurance  on  buildings.  $1,000.     Losses  paid,  $25. 
Losses  on  property  not  insured,    $10. 

Thursday,      No.     604    Sixth     street.       Roof   of    two-story   frame    building. 

24th,  Dwelling. 

I.32  p.  M.,    Cause  of  fire,  sparks  from  chimney. 
Box  182.       Responded  to  by  Company  No.  2. 
In  service  fifty  minutes. 
Insurance  on  buildings,  $1,000.     Losses  paid,   $40. 


[     86     ] 

Friday,  Pine  and  Front  streets.      Paints,  oils  and  glass. 

25th,  Cause  of  fire,  chimney  burning. 

IO.14  A.  M.,  Responded  to  by  Company  No.  I. 

Box  267.  In  service  twenty  minutes. 

Friday,         No.  104  Powell  street.     One-story  frame  building.     Fruit    store. 
25th,         Cause  of  fire,  gasoline  stove. 
IO.47  A.  M.,    Responded  to  by  Company   No.  I. 
Box  98.        In  service  forty  minutes. 

Losses  on  property  not  insured,  $35. 

Friday,  False   alarm. 

25th,  Responded  to  by  the  Captain. 

3.25  p.  M.,     In  service  fifty-five  minutes. 

Saturday,       No.  331  East  street.     One-story  frame  building.     Restaurant. 

26th,  Cause  of  fire,  incendiary  in  restaurant. 

I.49  A.  M.,     Responded  to  by  Company  No.  1. 
Box  15.       In  service  one  hour  and   twenty  minutes. 
Covers  spread,  five. 

Insurance  on  buildings,  $5,050.      Losses  paid,  $2,175. 
Insurance  on  contents,   $6,025.      Estimated  loss,  $1,875. 
Losses  on  property  not   insured,  $575.  • 

Monday,        No.  21  Washington  Alley.      First  floor  of  three-story  brick  build- 

28th,  ing.     Opium  rooms. 

3.38  P.  M .,     Cause  of  fir1',  spontaneous  combustion. 
Box  25.        Responded  to  by  Company  No.  1. 
In  service  forty  minutes. 
Insurance  on  contents,  $2,500.     Losses  paid,  $30. 

Wednesday,  No.  186  Jessie  stret  t.      Dwelling. 

30th,  Cause  of  fire,  chimney  burning. 

4.23  A.  M.,  Responded  to  by  Company  No.  1. 

Still.  In  service  twenty  minutes. 

Thursday,      Nos.  1527-1529  Washington  street.  Second  story  of  frame  build- 

31st,  ing.     Dwelling. 

1. 17  A.  M.,     Cause  of  fire,  hot  ashes  in  iron  barrel,  too  near  wood  work. 
Box  164.      Responded  to  by  Company  No.  2. 

In  service  one  hour  and  twenty  minutes. 
Insurance  on  buildings,  $2,500.      Losses  paid,  $500. 
Insurance  on  contents,  $2,000.     Losses  paid,  $25. 
Losses  on  property  not  insured,  $25. 
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Street. 
Alabama  and  Twenty-eighth,  N.  W.  cor. 

Antone 

Army,  bet.  Harrison  and   Folsom 


No. 

2-6 


Page. 

•  67 

•  53 

•  45 
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Baker  and  Sullivan  Alley,  S.  E.  cor. 

Baker,  rear 

Baker 

Bank,  near  Courtland   avenue 

Battery 


Bay  and   Stockton 
Beale 


1517 

1710 

2-6 

206-208 
705-715 


21 

"     25-27 

"     107-109 

"     135 

"    street  wharf 

Beidman 8 

Berry 243-251 

"    bet.  Third  and  Fourth 

Bluxome  nnd  Fifth,  N.  E.    cor 


Broadway 


Brady,  rear 

Brewster,  bet.  Hope  and  Faith, 
Brannan  


rear 

Bryant  and  Fourth,  N.  W.  cor 


II 

12 
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220 

,75 

15 

421 

423-44I 

924 


Bush 
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2506 

94i 

1109 

1 604- 1 606 

1717 


48 
20 
84 
45 
32 
62 

\S 
57 
68 

74 
24 
61 
70 
47 
77 
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24 
52 
40 
72 
56 
77 
85 
39 
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35 
38 
65 
26 

37 
79 
20 

51 
5i 
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O 

California    100-102 

3«6 

5°i 

and  Central  avenue,  N.  E.  cor 

and  Leidesdorff 

and  Larkin,  N.  W.  cor 

Capp 

Castro  and  Twenty-fourth 

Chestnut 

Church 

Channel  and  Fourteenth    

Clay 


33 

1S41 

1005 

408 
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"     719 

"     ^36 

"     1210 
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"           rear 672 

Clara 217-219 

"    226 

"    avenue  near  Corbett  Road , 

"  "         "         "  "     2nd  time 

Colton 77 

Commercial 206-210 

"            3IQ 

" 10-14 

3"° 


L> 


Davis 

Davis  and  Broadway 

Dora 149 

Dorr 18 

Dolores 1606 

De  Boom 15 

Drumm 320-326 

' '       and  Pacific 

Dupont 919 

"        1024 

"       1024 

"      mo 

"       i323'I329 

' '      and   Pacific 


E 


East . 
Eddy 
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1 1 


86 

42 
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Eddy 524 

"     611 

"     1613-1615 

"     2nd  time 1613-1615 


Eighteenth    

Eleventh  

El  Dorado  and  O'Hara. 

Elizabeth 

Ellis 


Erie . . . 
Everett 


1 103 
426 

>3-i5 

14-16 
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•    H3-"9 

.     502-502^ 
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906 

1400 

1403-1405 
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11 

47-49 


72 
33 
52 
53 
85 
20 
32 
18 
76 

65 
66 
82 
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58 
40 
42 
80 
22 
39 


Fell 

First 

Fillmore 
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Fifth 
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"     and  Townsend 

"     bet.  Bryant  and  Brannan ...  . 
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street  wharf 


Fourth 
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870 

909 

986 

1 124 

1124 

•1148 

1516 

2227 

2721 


1 144 


.2719 


136 


43 
35 
27 
54 
74 
58 

2A 
78 
60 
40 
82 

44 
46 
70 
47 
65 
67 

41 
26 

39 
81 

52 
59 
46 

41 
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Fourth 338 

' '      rear 34 1 

' '  foot    of 

Fourteenth  and  Channel    

Fremont 11 1-1 13 

"       I3S-I45 

"       232-236 

Franklin ....  925 

Front SH-S'j 


Gr 


Geary, 


26 

28 

40-42 

.     217-221 

909 
2009-2011 


"      and  Grant  avenue,  S.  E.  cor. 

' '      and  Larkin 

Germania 

Gold,  near  Sansome 


Gough 

Go  ugh  and  Austin. 
"       and  Filbert . 


119 


205 


Golden  Gate  avenue 434 

"       728 

"      33i  333 

Green 628-630 

"       710 

"      725 

Greenwich,  bet .  Scott  and  Devisadero 

Guy  place 

II 

Harrison 841  -843 

" 758 

"          1121 

"5i 


'.'         and  Thirteenth 

Hancock 

Hayes 

Hickory  avenue 

Hinckley  alley 

Howard 


141 
524 
326 
32 
961 
916 


[     9i     ] 


Hubbard  . . . 
Hyde,  rear , 


28 

5'3K 

713 
1 201 
1917 


7i 
28 
76 
46 
80 
53 


Jackson 


Jessie . 


bet.  Stockton  and  Powell, 


Jenson 
Jones . , 


6-8 

127-13' 
322 
614 
640 
718 
734 
925 
1214 


41 
41 

309 
186 

17 
511 

1405-1407 


K 


Kearny . 


Kent 


13 
126 

127 

•  423-425 

912 

1033 

.11 14- 1 116 

5-7 


29 

64 
19 
57 
64 
18 
45 
54 
5i 
70 
25 
77 
81 
86 
40 
81 
69 


35 
3i 
3i 
63 
68 

34 
7i 
52 


Laguna 


and  McAllister. 

and  Fell 

and  Jackson. . . , 


Larkin , 


"  foot  . 
Leavenworth  , 
Lick  al'ev  . . . 


1805 


929 

1609 

•23i3-23'5 

621 


20 
43 
47 
54 
43 
52 
55 
44 
85 
38 
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Lilly  avenue 307  ....  43 

Leidesdorff 15-17  ....  63 

"      223^  ....  84 

Lombard 1000, 1002  ....  55 

"     bet.  Sansome  and  Montgomery ....  74 

M 

Market 310  84 

508  ....  31 

777-783  ....  3« 

718-722  ....  30 


924-928      25 

1034      ....  80 

1061       ....  82 

1231      ....  66 

1910     ....  44 

2482      ....  50 

and  Front ....  21 

and  New  Montgomery ....  28 

Phclan  block ....  37 

Phelan  block ....  39 

Cable    house ...  79 

and"  Davis ....  39 

and  Sixth    ....  83 

and  Taylor,    N.  E.  corner ....  62 

Main  and  Folsom,  S.  W.  corner ....  69 

"    34-36     ....  85 

"   134-136      ....  73 

"    227      84 


Mason 9  ....  33 

Mission 208-210  ....  61 

"      417  ••••  43 

"      527  ...  19 

"      ,.            546  ....  61 

"      559— ^ar      43 

"      636  ....  80 

"      747  ••■■  70 

"      '43°  •••■  66 

" 1 6 14  ....  46 

"      1621  —  rear  ....  65 

"      2627  ....  74 


3250-3252  ....  4s 

3404-3406  66 

and   Fremont ....  57 

and  First ....  40 

and  Fifth,  S.  E.  corner ....  66 


[     93     ] 

Minna 113  46 

"      :. 272  ....  56 

"      9i5>£  ....  64 

Morton 3-7  ....  77 

Montgomery 429  ....  27 

"           avenue 320  ....  20 

N 

Natoma 55434:  51 

"       ••••  1005X  ....  63 

New  City  Hall ....  81 

Ninth 242  36 

Norfolk ....  46 

(  ) 

Oak 108-116  23 

"rear 407  43 

"    ••••  50 

Octavia    715  ....  73 

"      1205  ....  68 

OTarrell 217-223  ....  41 

"        2008-2012  ....  73 

"       and  Larkin,  N.  E.  corner ....  55 

Oregon  and  Drumm ....  45 

P 

Pacific 504  ....  52 

"      625  ...  34 

"      636  ....  31 

"     rear    736  17 

"     and  Drumm ....  35 

Perry 117^-125  51 

"    223-225  ....  37 

Pierce 129  ....  34 

Pine  and  Front ....  86 

Post 510  55 

"    5»9  •••■  40 

"    1234  ....  36 

"    1300  21 

"  and  Central  avenue,  S.  W.  corner ....  18 

Powell    104^  86 

"      504  ....  34 

' '     and  Pay ....  78 

' '     bet .  Washington  and  Jackson ....  49 

Polk 532  ....  23 

"    1755-1757  ■•••  64 

Potrero  avenue 26-30  ....  79 


[     94     1 


R 

Rausch 27 

"      220 

Railroad  avenue,  S.  S.  F 13-20 

Richland  avenue    n 9-- 123 

Ross  alley 


50 
50 
75 
83 
42 


s 

Sansome    707-709 

"       bet.  Greenwich  and  Lombard 

"       bet.  Yallejo  and  Green 

Sacramento 314 

"            424-426 

526-528 

• 530-532 

530-538 

•  • 630 

806-808 

919 

"            921 

2517 

"            2600 

3H8 


and  Japan,  N.  W.  corner. 


and  Laurel,  S.  W.  corner. 
San  liruno  road  and   Thirtieth  avenue 


San  Jose  avenue 

Scott      

Second  

Seventh  ........ 


and  Channel 


Steimrt 


rear 

St.  Charles 

Sheridan 

Steiner 

Shotwell,  between  23d  and  24th 

Shipley 

Spear 


3209 


756 

1316-1318 

641 

9 
233 


9-13 

156 

207-211 

250 

8-10 

5 

1325 

110-112 
252 


69 

17 
75 
7i 
33 
22 

23 
73 
61 

47 
31 
25 
60 
26 

63 
18 

78 
44 
75 
69 
48 
62 
22 
22 
35 
79 
58 
22 
60 
37 
57 
54 
26 

45 
85 
79 
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Spear  bet .  Mission  and  Howard ....  48 

"       "            "         "         ••••  75 

Sixth 117-119^  3- 

"    126-128  29 

"        ... 142-152  ....  76 

"    212  ....  37 

216  82 

'    310  22 

"    428  71 

"    604  85 

Stockton 707-709  32 

"        802  l/z  -804  24 

"        1 109  ....  68 

"        1 1 20  ...  49 

1512-1514  ....  25 

2128  ....  73 

"       bet.  Francisco  and  Bay    ....  57 

' '       and  Clay,  N .  W.  corner ....  24 

' '       and  Sutter ....  8c 

Stevenson 8  ....  71 

"        2S0-284  ....  58 

"        and  Second,  N.  E.  corner ....  62 

"       and  Second,  S.  E.  corner   ....  38 

"       and  Second,  S.  W.  corner    ...  69 

Sullivan  and  Baker  alley,  S.  W.  corner ....  21 

Sutter 134  25 

"        222  ....  36 

" 3i6  ....  82 

"      705  •-••  24 

" 1709  ..-.  53 


and  Powell,  S.  E.  corner. 


Taylor. 
Tenth . 


Third . 


"     bet.  Brannan  and  Townsend 

Tehama 353'357 


Townsend 

'•       bet.  4th  and  5th. 
"       and  Seventh. . . . 


19    .. 

••   37 

27-29 

..  83 

219-221 

. .  20 

30-36    . . 

..   19 

42    .. 

•  -  3i 

317    .. 

21 

348-350   . . 

•  •   19 

..   58 

353-357  •- 

•  ■  77 

554  •• 

..  41 

244  .. 

•  •   5o 

.. 

..   77 

•  •  75 
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Torrence   Place I 

Twenty-sixth 136 

907 

Twenty-ninth  and  Mission,  N.  W.  cor 

Twenty-eighth  and  Alabama,  N.  W.  cor 

Turk 131 

" 318-320 

"     332 

"       334 

"       I20>< 

TJ 

Union 808-810 

V 

Vallejo 706 

" 1817 

Valpariso 12 

Van  Ness  avenue 519 

"               "      617 

"  "     and  Myrtle  avenue   

Verona 7 

"       Place 20-22 

w 

Water 7 

Washington 512-518 

I527-I529 

838 

Washington  Alley 21 

Waverly  Place 38 

Williamson 47 

Y 

York    1 131 

"     1318 

"     bet.  Mariposa  and  Clara 


64 
63 
71 

28 
67 
19 
29 
47 
26 

55 


35 


56 
27 
82 
69 
70 

27 
67 
70 


59 
70 
86 

49 
86 

5° 
72 


50 
27 


